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Woodwork Entries Tops 


Town Will Seek 
Better Water Supply 


County Schools Entries 
Win At Calgary Exhibit’ 


The possibility of utilizing the ---- 

water well drilled during the wav /-. D** 

years to supply the Vulcan Air- V00yS“V70rC XVllCS 
port when it was operating as a „ . , . I 

flying training school will be in- OClCl At CjfllffRry 
vestigated by the Town of Vulcan. c 

It is understood that the large A quiet wedding was solemnized 
well, which Is set with six-inch at Hillhurst United Church, Cal- 
casing, would go a long ways to- gary, on Tuesday, July 7, when 
ward supplying the Water needs of Carol Jean, daughter of Mr. and 
the growing town and that the Mrs. Aubrey Core, exchanged mar- 
water is of good quality. Tentative riage vows with Kenneth Charles, 
plans would involve a pipeline son of Mr. and Mrs. Leonard 

. Rev. W. A. 

Sayers performed the ceremony. 

The bride, given in marriage by 
her father, wore a dress of pale 
blue taffeta overlaid with white 

lace, sweetheart neckline and 

She wore long 


Of the 17 pieces of woodwork 
entered from I he Vulcan High 
School workshop in the Industrial 
Arts section of the Calgary Exjiibi- 
lion and Stampede, fifteen were 
awarded prizes. 

Boys from Vulcan and Cham¬ 
pion schools received inscribed 
plaques and monetary prizes, in 
the following order for their work. 

Their teacher was John Smith, in¬ 
dustrial arts teacher on the County 
of Vulcan Schools staff. 

Grade XI:— Douglas Scotney, 

1st, Record Player Cabinet; Ronald 
Brinton, Jnd, Standard Lamp; 

Ronald Hilz, 3rd, Lady’s Work 
Eox. 

Grade X:- Edwin Hilz, 1st, Cof¬ 
fee Table in Oak; Lee Somerville, 

1st, Gun Rack; Richard Strauss, 

2nd, Step Table; Billy Cutforth, 

3rd, Bedside Cabinet. 

Grade IX:— Larry Graff, 1st, 

Writing Desk; Brenton Nickerson, 

1st, Cedar Chest: Stan Deal, 2nd, 

Rocker Chuii; Howard Brinton, 

3rd, Rocker Chair. 

Grade VIII:— Douglas Graham, days, were unable to be present, 
1st, Fool Stool; Harvey Eamor, as were Mr. and Mrs. Bob Fltz- 
3rd, Small Box. Patrick of Calgary. 

In the section for wood turning. During the afternoon those who 
junior high school, Maurice Ditto, called to offer congratulations 

Grade IX, received 1st prize for a were Mr. and Mrs. Ross Kennedy 

tuble lamp and Joseph Boutland, and Gary of Brant, Mrs. J. G. Wil- 

Grade VIII, 2nd prize, also for a son and Lex and Mr. and Mrs. 

table lamp. George Loree and family of Park¬ 

land. 

Mrs. Fitzpatrick was before her 
marriage, Miss Lavina Wilson. 

The honored couple have three 
children, Mrs. Bill (Lorraine) Flet¬ 
cher, Mrs. Harvey tEileen) Read 
and Charles, at home. They 
also have two grandchildren and 
one great grandchild. 


40th Wedding 
Annivers’y Marked 


pipeline 

from the well to town, but no Vooys, all of Milo, 
action is being taken until geolo¬ 
gists’ report and other data con¬ 
cerning the well are received. 

The town’s present water sup¬ 
ply from wells within the town 
limits is sufficient but not ample bouffant skirt. 
and is heavily laden with glauber’s white gloves and fingertip veil and 
salts. The matter of increasing the a lovely strand of cultured peprls 

water supply was discussed by the with matching earrings, a rift PARADFS associated with fairs 
town council at its regular meet- from the groom. stam^ anTSSStuTTexMbT: 

ing Monday night, when it was de- sjhe carried a white Pible with tions in many Alberta communities 
cided to seek futther information j, er bouquet of red sweetheart nre being nighlighted by the pre- 
on the well used to supply the air- , oses w jjh a cascade of white sence of Alherta government’s 
P ort ' . satin ribbon streamers and red float, originally designed for par- 

Building Permits rose buds falling in a shower from ticipation in the Grey Cup parade 

The following building permits lhe bouquet . of last year. The float Is shown 

were approved by council: The bridesmaid, Jeanette above as a unit in the highly suc- 

United Grain Growers, 8 x 10 Q reaveSi wore a pretty pink i cssful Ponoka Stampede parade, 
porch addition to dwelling. Con- flowt . ied nylon dress wlth bouf. 

lent skirt. Her colonial bouquet _ 

was composed of pink and blue 

carnations and white satin ribbon T • T~! 1 

streamers. She also wore long | jlfTTlS AliHClOrS 
gloves and pink feathered head¬ 
dress. 

The groom was attended by his 
brother-in-law, Tim Ost of Lom¬ 
ond. 

A reception was held for the 
immediate families at the home of 
Mrs. M. Deitz, grandmother of the 
bride. A three-tiered wedding cake 
graced the bride's table. The toast 
to the bride was proposed by the 
best man, Tim Ost, to which the 
groom ably responded. 

For her wedding trip to Yellow th * club. 

Stone Park, and other points tn The 
the United States, the bride chose reported that the 
a pale blue dress with matching new chlorinator for the swimming 
jacket, white feathered headdress pool Should be considered, as tlye 
and white accessories. old one was giving considerable 

trouble. Investigation of various 
' types of chlorinators and the 

were among the many who took necessary appropriate action 
in the Calgary Stampede. the committee wt.s authorized. 

Murray McLean had a few of Zone Chairman Bob Seeley of 
his friends in on Monday to help Arrowwood was a guest at the 
him celebrate his fifth birthday. meeting and presented a tape re- 
Mr. and Mrs. Dave Corner were cording of many of the outstaiHi¬ 
re cent visitors at the Allan Sin- i ng events of the District 37-{on- 
clairs. He reports his father is in yention held at Jasper Patdk in 


It is available without charge on 
request from Alberta communities, 
on a first come first served basis, 
compatible with transportation 
possibilities, It ! s being moved 
rapidly about Alberta by trucks of 
the Alberta Highways Department. 
Already, it lias been requested by 
Drumheller, Stettler, High River, 
Coleman, Bawlf, Sundre, Medicine 
Hat, Lloydminster and many other 


communities. Requesting organiza¬ 
tions must provide the tow tractor 
for the parade, the properly at¬ 
tired girl to occupy the float seat 
and ensure careful handling of the 
float while in their posession. Re¬ 
quests should be directed to the 
Director of Advertising, Depart¬ 
ment of Economic Affairs, Legisla¬ 
tive Building, Edmonton. 


Lion Lundy Findlay, represent--—-- -■ ■ ■— 

presented the objective ^fThJ Mrs. M. LaChapelle Dinton Fastballers Shower Honors 
Club meeting in Vulcan. The Dies At Calgary Still Undefeated July Bride-elect 

League’s educational program was ° ' 

endorsed by the club, which felt Margaret Beatrice LaChapelle of ’ The Dinton Fastball club has to Miss Prances' Vcrsluys, bride- 

that any effort to cut down the 707 3th Ave., West, Calgary, passed (late, 18 wins and no losses. The Oie month, was the guest 

accident rate was very worthwhile away in a Calgary-hospital after results of the League double honor at a recent shower held 

and the Safety League’s work in a brief illness on July 7, 1959. Born header on June 28, were Little a * ^* e home of Mrs. Boyd McKay, 

this area will have the support of in Shawville, Quebec, Aug. 16, Bow 1, Dinton 8 and Little Bow -^ n airplane theme and a profusion 

^ fggL ah*. came to Alberta in 1918, 7, Dinton. 3. On the Dominion Day summer flowers were used in 

swimming pool committee farming in the Vulcan district un- Tournament the first game scored decorating scheme. 

purchase of a lil moving into Calgary in 1928 Gladys Ridge 18, AldCrsyde 2; sec- A musical wedding story, accont- 

where she has resided ever since, end game, Dinton 8, Little Bow 1; panied by Mrs. Martin Gottenberg, 
She was predeceased by her hus- the final game, Dinton 10, Gladys provided entertainment and was 
bund, Frederick W i 11 i a nt La- Ridge 7. the cause of much merriment. A 

Chapelle in 1952. The May 24th Tournament number of other contests were ar- 

In addition to being a member of which was rained out after the ranged, with the bride-to-be win- 

by Knox United Church, she was ulso first game was finished on July 5. ning one. 

a member oi Ine Shearer Group Gladys Ridge beat Little Bow 17 to Corsages of miniature fruit were 

and the Red Cross for which she 3 and Dinton boat Gladys Ridge presented to Frances, her mother 
spent many hours in her own home 21 to 1. On July 12 the League and Mrs. B. W. Banks. The guest 
doing various types of handwork double-header at Gladys Ridge of honor was assisted in opening 
despite- being confined to a whee-i- was Dinton 10, Gladys Ridge 3; her many gaily wrapped gifts by 
cliair for many years. Dinton 13, Gladys Ridge 7. her mother, Mrs. C. J. Versluys 

She is survived by two sisters, Dinton plays Co'-hrane in the and by the mother of the grooni- 
Mrs. Myra Lauritzen of Vancou- Intermediate ”B” p'ayoffs at Coch- elect, Mrs. B. W. Banks, 

ver, B.C., and Mrs. Ella Shaw of rane on July 19 and at Dinton on Hostesses who 


District News 


Bridal Shower 
For Pat Rose 


BERRYWATER 


A miscellaneous shower was held 
recently in the basement of the 
Vulcan Grace EUB Church, honor¬ 
ing Miss Fat Rose, R.N., of llu- 
local hospital staff, whose mar- 
liage to Norman Hilz takes place 
on Saturday. 

The bride-elect was presented 
with a lovely corsage following 
which an interesting program of 
contests and games, under the 
direction of Vera Hartung and 
Helen Schierman was greatly en¬ 
joyed by the some 30 ladies pre¬ 
sent 

Eunice Schierman and Glenda 
Hilz dressed as a farmer and his 
wife, drove In a toy tractor pulling 
a wagon laden with beautifully 
wrapped gifts. The presentation 
was made by Vera Hartung, who 
expressed the wishes of all present 
for the future happiness of the 
bride and gro«>m-to-bo. 

Mrs. Alex tldz and Mrs. Henry 
Hilz, mother and aunt of the 
groom-elect assisted Miss Rose in 
opening the gifts, after which she 
graciously thanked those present 


Outdoor Meeting 


THE WEATHER 


Summer weather arrived last 
week and temperatures the past 
few days have been in the 80’s, 
with little or no wind and clear 
skies. 

Crops are making good progress 
and stands are heavy. A good rain 


words, invlt- 


in about a week's time would as¬ 
sure a better-1 han-average crop. 


EASTWAY 


ing them to visit her in her new 
home. 


. .. ... .. . ,, , were out 10 uie 

Mr. and Mrs. A ■ Marshal took Mrs Birkene 

in the wrestling thatch at Calgary at ^ n 

Saturday night _ an A and daughter-in-la 

Mr. and Mrs. Qeorge Gooch and * 

girls have left for a holiday at (ook in 

Portland to visit with relatives. R . 

Mr. and Mrs. W. McMullen^ Unda Lucas flU 
daughters, Nonna and Willena for Mrg yjc Bir 
have returned to Oregon after an Larfy s ^ ewg at „ 
enjoyable visit here. i ene Rock last w. 

Sandra Oldfield accompanied 
Margaret Richardson and the W. ^ were yiaitc 
Oldfields to Calgary where the lat- Qf Mf and Mrg f 
ter boarded a train to Toronto. Cal for sever* 

Rita Brown and family visited Qn „. turn ho 

at the Baldwin home over the Ludylgsen accom , 

weekend. Mrs. Boe and sper 

Roger and Gary Hellevang of ^ farm 
Calgary are spending some time at Mp and Mrs , 
the Gooch and Wyatt homes. faniily ^ spendir 

Eldon Fleming is on an extended home of Mr 

visit with his brother Jim and stokes 
family of Bowness. Mr . and Mrs. 

Mr- and Mrs. N. Marsha 1, after and ^ ^ yigU 
attending an ex-nurses picnic at M[ . an( , Mrs 
High River last Sunday, drove on ' famUy wore 

to Calgary wnere they visited with Q( Mr and , 

relatives. ket on Sunday. ous points in the U.S. and Mrs. Arnold Boe and family 

Judy Sinclair and her gran - Mrs. Flo Simon and daughter Mr. and Mrs. Bill Lucas and and Mr. and Mrs. George Stokes 
mother are in Calgary this week, Dar | enei were weekend visitors at boys and Mr. and Mrs. Fredrick- and family. 

spending some time with Jessie ^ borne of Mr. and Mrs. Geo. son were visitors to Waterton, also Mr. and Mrs. Anderson and 

Sinclair. ^ , stokes. took a drive through the Logan family of Milo and Mr. and Mrs. 

The Allan Sinclairs, Archie t Id- Herb Crain, George Stokes and Pass and came back through Cres- Clifford Barrett of Pickering, Ont., 

fields, George Gooches and I-iank j. s ,ber Crain were visitors to Cal- ton, B.C. Tiiey all reported having were Wednesday visitors at the 

Wyatts, Doris McLean and girls, g ar y week. a good trip. home of Mr. and Mrs. Art Marks. 

Mr. and Mrs. George Crain are The district was deeply saddened Mr. and Mrs. Art Marks and 
now going to move back to their of hearing of the death of Mrs. family and Mr. and Mrs. Henry 
home at Armada. Mr. Craine has Doris Vailc last Wednesday at Cal- Lindstead of Lomond, motored to 
spent the past five months at Cal- gary. Mrs. Vaile spent all her Carseland to see if there were any 
gary undergoing treatment for TB. younger life in lhe district. She is berries, but no luck. The frost beat 
Mr. Craine is well under way to a survived by her husband, Bob of them to it. It also has been re- 
speedy recovery. Calgary; three sons and three ported that there are none at 

Mr. and Mrs. Merle Schneider of daughters. Sympathy is extended Cluny. 


Mr. and Mrs. Irvin Bennett have son, Mr. and Mrs. Raymond Beagle 


ALBERTA and British Columbia consideration to trade 


proposals 
made by the Canadian delegation, 
and it was suggested in principle 
that the efforts towards economic 
integration in Europe should not 
result in tariff nnd quota discrimi¬ 
nations against other nu mbers of 
the Atlantic community. The 
Canadian delegation particularly 
stressed Canada's trade position in 
w heat and otner agricultural cor 1- 
modities with western Europe. 

The Congress endorsed a pro¬ 
posal for the slot age of food stuffs, 
commonly referred to as the 
NATO Feed Bang. 


New Restaurant 


delegates to the Atlantic Congress 
in London, England, June 5-9, 
were, left to right: Ross Hender¬ 
son, Chartered Accountant, Cal¬ 
gary; Ed. Nelson, President of the 
Farmers' Union of Alberta, Ed¬ 
monton; Dr. Lawrence E. Kindt, 
M.P. and Parliamentary Represen¬ 
tative from Alberta; Walter Owen, 
President, Canadian Bar Associa¬ 
tion, Vancouver. 

Western Canada's representa¬ 
tives were pleased with the results 
of the NATO Congress, which com- 
Adding machine rolls always lit prised 650 delegates from 14 NATO 
stock at the Advocate. nations. The Congress gave special 


GARAGE SERVICE 

Open on Sunday from 10 a.m. 
to 8 p.m., and until 8 p.m. 
each day this coming week. 

Banks 99 Service 













THE VULCAN ADVOCATE, THURSDAY, JULY 16, 1959 


Vulcan, Alberta 


Alta. Student Scholarship 
Program Enlarged 


TheVulcan Advocate 


Advocate Classifieds 


“Serve* the Heart of Southern Albert*’* Wheat Belt” 

Member Canadian Weekly Newspaper* Association 
and Alberta Weekly Newspapers Association 

Founded In 1913 by Charles Clark 
An Independent Weekly Newspaper issued 
every Thursday morning at the office of 
publication, Vulcan Alberta. Subscription 
price per year: In Canada $3.00, United 
States and other countries $4.00. Single 
copy 7c. Advertising rates furnished on re¬ 
quest 

Authorized as Second-class Mail by the 

© Post Office Department, Ottawa 

R. C. R. MUNRO 
Editor and Publisher 
P. M. Pickersglll, Assistant Editor 


The present to Her Majesty 
Queen Elizabeth from the Pro¬ 
vince of Alberta on the occasion 
■of her visit here July 21, will be 
a 9910,000 student scholarship 
istrict. On gravelled road, HAVE BALER — WILL fun<1 * u be known as "The Queen 
is at door of both, Calgary TRAVEL Phone 2403 or 010 Elizabeth Education Scholarship 
,ts of trees on each farm. Mer , e y^J* J^C Fund ” E - C Manning. 

nter retiring, the other-_______ Premier of Alberta, announced to- 

rger farm. Hardtop high- PERSONAL day. 

hln 3 miles. Crop can be _ rcsjwiwi _ The fund whlch has a ] rea dy 

Want action on both WHY FEEL OLD? Feel years been set up under the Student As- 
)-op. Call Jack Willard, younger. Ostex Tonic Tablets re- sistance Act passed at the last 
evening 241 or Calgary vitalize thousands past 40. Only session of the Legislature, will 
— Bamlett Realestate, 69c. At all druggists. 48-12c make available each year an 

49-2c -- amount up to $910,000 to ensure 


EMPLOYMENT WANTED 


FOR SALE—MISC. 


NOTICES 


BE WISE—PROTECT YOUR Crop 
from hail damage losses by placing 
your hail Insurance with J. Lundy 
Findlay, Phone 228 or Res. 61. 

44-7c 


16-FT. ALUMINUM BOAT, with 
trailer,' 30 h.p. motor, life jackets. 
Bob Petrosky, Phone 19, Vulcan. 

47-3p 


Guest Editorial 


We’re taking this space this week to salute our 
colleagues of the weekly press who are holding their 
40th annual convention in Regina. 

Editors and publishers of weekly newspapers 
from Newfoundland to Vancouver Island have gather¬ 
ed in the famed prairie city to discuss the problems 
that confront them in this highly mechanized, 
rapidly changing world. 

And those of you who are not familiar with the 
weeklies may wonder how they survive the competi¬ 
tion of the big dailies, the national news magazines 
and radio and TV. 

The answer is simple: Your weekly editor has 
changed with the times, and so continues to fill an 
important role in the communications network of his 
community. 

He does the job of providing accurate local news 
and opinion in a way that meets the high technical 
and cultural standards of today’s modern reader. 

Gone are the days of the casual deadline and the 
"Gone Fishin’ ” sign, which were mainly fables, any¬ 
way. Today, the weekly editor has one of the biggest 
and busiest jobs in the publishing field. 

He not only has to compete for business against 
new and powerful media, but he has to do an ever 
improving job of reporting local news and interpret¬ 
ing his community to itself. Our higher education and 
living standards make this mandatory. 

And the men and women who are gathered in 
Regina would be the last to claim that they are 
masters of the situation. In fact, they’re attending the 
40th annual meeting of the Canadian Weekly News¬ 
paper Association to listen to experts and to swap 
suggestions among themselves. 

One of the things they have done collectively 
through the CWNA is to set up a series of awards for 
exellence in the weeklies to encourage editors and pub¬ 
lishers to strive for greater improvement and to 
recognize those who are making the grade. 

They have, through CWNA, set up their own 
promotion and public relations program to tell their 
story. 

And at this 40th annual meeting they un¬ 
doubtedly will take further action to help them do a 
better job for their readers and advertisers. 

It is for this reason we ask you to join us in our 
salute to them. It may seem that we’re tooting our 
own horn a bit But we feel they’ve done a great job 
to date — and are trying to do better in the future. 
And that’s good for all of us. 


FARM LAND for sale. Carmangay 
district, % section. Land total 
price $20,000. Power and good wat¬ 
er. Some terms. Gibb Realty, Vul¬ 
can. 43-tfc 


GUNS REPAIRED and new stocks 
made to order. Phone 71, write or 
call. Free estimates. A. A. Law- 
son, Box 272, Champion, Alta. 

47-4c 


FARM MACHINERY 


$70. S p 12 CASE COMBINE, 1954, in 
/ells good shape. This machine has 
>9'3c been repossesed in 1957 and has 
-I to be sold to clear the account. 

This Is a bargain. Phone 306 or 
write to Sunshine Service Station, 

e. J. MoMtelgh ' _ 48 ~ 4p THE WHEATBELT MISSION 

Res. MACHINERY—Haying and Har- The Anglican Church *f Canada 
4-7c vest Equipment, Tractors and Rev. R. H. Johnson 


CHURCH NOTES 


GOOD CORRAL RAILS 16 ft. long. 
Will trade for grain or sell for 
40c a piece. Phone R1316, Vulcan. 


SPECIAL OFFER 
47-3p gp 112 Cockshutt combine; Model 
I REPRESENT Alberta Hail to- V John Deeretraetor with starter 

surance Board and several line *" d ““ F “f° ^ K truck ’ 

companies for Hail Insurance. No «*«• Massey-Harris swat her; 2 
delay in placing your coverage. J. cultivators; 10-ft John 

Lundy Findlay, Phone 228or Res. Deere rod weeder (with rear 
44-7c w heels); John Deere hammermill 

* _ with belt and mixer; 32-ft. grain 

COSMETICS—For the best in loader; 10-ft. one-way plow. Will 
family cosmetics contact your sell the above lot for $3200 cash. 
Avon representative, Beth Lawson, Phone 2417, R. L. Jones, Vulcan. 
Phone 71, Champion, Alta. 47-4c 32-tfc 


le Banff School of Fine Arts, there are countless times when I 
1,500. would rather be at a pool table or 

Total Scholarships and Grants, a lakeshore than at my typewriter. 

And, of course, there is research 
to do. In every person’s job, I sup¬ 
pose, there is some sort of equiva¬ 
lent to washing dishes. But my 
wife was dead right about the sur¬ 
plus supply of people telling other 
people to do this, that, and the 
other thing. 

Still, we all want to improve. 
Isn’t there some specific way to 
do It, that could he told simply, 
Miss Sisson 3 ,' for care and kindness once and for all? Wouldn’t general 
while in hospital. Also to friends principle cover dish washing, writ- 
and neighbors for cards, candy and- ing, exercising and all the rest, so 
fruit, which were very much ap- we could have done with this rash 
predated. 49-p of how-to-improve articles? 

—Dan McNlven, Sr., Vulcan. I don’t know. But my father had 

-:-t— some general principles I think 

We wish to thank all our friends come close to the matter. He In- 
and relatives for the gifts and good slsted that you couldn’t afford to 
wishes received on the occasion of be careless at anything, even un- 
our 25th wedding anniversary, and Important things. Do your best all 
a special thank you to Mr. and the time was his motto. That forms 
Mrs. Russell Hegland for their the habit. You improve on yourself 
kindness. 49-p automatically then, at everything 

—Gladys and Gordon Davey, you do, even ilshing, swimming or 

Champion. recreation. 

— -- ... -----■ I have often thought what a 

I would like to thank all my WO n< 3 erful nation we could build 
friends and relatives for the lovely here (f all ljf us foIlowed that one 
cards, flowers and candy that I princi le> did our level best ut 
received while I was a patient in „„ times Lately _ it has seen u d 
the hospital in Lethbridge. Also that we ; iave reversed it, doing 
many thanks to the people who Just enough to get bv. 
came to see me while I was con- j thought a5out that a good dea i 

valescing at home. 49-p whlle j was he)ping my wife wlth 

-Julia Deal, Champion. _ the dishes. Got so deep in thought 

To our friends from Champion * was startled when she said, 

and Carmangay, we are very Doo^i U you are soing to dry the 

grateful for the lovely surprise dishes — dry right! And stop drip- 
party which you planned for us. b ing soapy water on the floor 


ISO* TONS AN HOUR 
From her forests Canada pro¬ 
duces 1,200 tons of pulp and paper 
an hour, day and night. 


SWATHER CANVAS—15-ft„ 36- 
inch slat, almost new. Phone 1919, 
Vulcan. 49-tfc 


CARS & TRUCKS 


CARD OF THANKS 


EXPERT AUTO BODY Repairs. 
Painting and windshield service. 
Free estimates. Wheat Centre 
Motors, Vulcan, Phone 96. 


UNITED CHURCH OF CANADA 
VULCAN 

Rev. Donald A. Sharpe, Minister 

11:15 a.m.—Morning Service 
Glen Park of Granum will be 
occupying the pulpit. 


WANTED—Girl’s small bicycle, 
16” frame, 20” wheel. Phone R2412, 
Vulcan. 48-3c 


SAND and GRAVEL 

Weighed by the ton 
Priced by the ton 
STOCKPILED FOR YOU 
—Pit Run 

—Road Crushed 0”x %’’ 

—Washed Sand 0” x Vi” 

—Washed Gravel V’xlVi” 
Delivered by the Load 
or haul your own 

BOW CITY 

SAND & GRAVEL CO. 

Weigh at Bow City Coal Mine 
Phone EMerson 2-3716 


WANTED—Wheat and barley for VULCAN CHURCH OF CHRIST 
cash or trade. Phone 2274, High . a . 

River, R. C. Fraser and Sons, I. JBM j-h 

H. Dealers. 24-tfc 


LISTINGS WANTED on farm ^ 
land and houses. J. Lundy Find- 7 K 
lay, Realtor, Vulcan. 29-tfc 


NOW IN STOCK 


m3 ' 'Ihe dhu«b 6hm«t 

Sunday Services 
at 11 a.m. and 7:30 p.m. 
Frank Dann — A. P. Pearce 
Minister* 


LISTINGS WANTED on farms and 
other properties in County of Vul¬ 
can. We also have numerous list¬ 
ings for sale In the city and other 
points. Jack Willard, Bamlett Real 
Estate Ltd. Phone AT3-5908, Cal¬ 
gary. Res. Phone CH-90456. Agent 
for Bamlett Construction Ltd. 
Phone AT3-3561. 46-tfc 


THE EVANGELICAL LUTHERAN 
CHURCH 

Milo — Lomond — En cheat 
N. D. Foster, Pastor 
Phone ST 

Box SO Lomond. Alta 

Sunday, July 19th 

II :00 a.m.—Milo 
10:00 a.m.—Sunday School 
7:30' p.m.—Lomond 


ALL BLACK — BLACK & RED 


Wild Rose Emblem 


LIVESTOCK 


100 WEANER PIGS, all or any 
amount. Have had Iron and erysi¬ 
pelas vaccine. Phone 2403, Merle 
Smith, Vulcan. 49-3c 


A COMPLETE RANGE 

to fit almost any make or model of typewriter 


vvviiuig suuii a iiautfir uuahiuii. _ .« . , ,, . 

-Dot and Stan Matlock, J Pro ° f * °f th ,°, J! 6 * 11 ** ° f 

Champion. 49-c lh * Alber,a floral , cmble ™’ the 

wild rose, are being mailed to 

We, Nina and Lew Rltland, wish hundreds of Alberta industrial 

to take the opportunity to thank firms. Alberta firms are being en- 

all who have patronized our Coffee couraged to mark their products 

Bar and Bowling Alley in the past with the emblem as part of the 

months. Your business and friend- promotional "Buy Alberta Made” 

ANDERSON—In loving memory of liness have been sincerely appreci- program conducted by the provin- 

/ur dear son and brother, William a ted. cial government. 

Arvin, who passed away July 15, --The simplied wild rose emblem 

1958. We wish to express our appreci- j s expected to he seen on labels 

-Sadly missed by Mother, Dad ntion for the kindnesses shown us, a nd tags on scores of Alberta-made 

flowers, cards, food and other ex- commodities, and stamped or bum- 

pressions of sympathy bestowed ed into the surfaces of many other 

upon us at the time of our recent products that do not lend them- 

— ——selves to labelling or tagging. The 
—Mr. and Mrs. O. Schneider and program, is designed to acquaint 

family. Champion. 49-lc Albertans with the extent and 

variety of Alberta industry, to sti¬ 
mulate their recognition and sales 
on a strictly competitive basis. 

The "Buy Alberta” program is 
organized and operated by the In¬ 
dustrial Development Branch of 
the Department of Economic Af¬ 
fairs and by the Department of In¬ 
dustries and Labor. Committee 
members drawn from industry and 
social and economic organizations 
throughout Alberta will be active 
In the promotion of the campaign. 


The famous Korea of Canada make—triple wrapped 


FOR RENT—2 modern rooms for 


and sealed to guarantee freshness. 


light housekeeping. 4 roomed bung- 


Vulcan. 


alow. Phone 38, Vulcan. 


REG. LANDRACE BOARS— All 
sizes, also open or bred gilts and 
weaners from Imported stock of 
Churchill breedings. Phone R705, 
Arrowwood, D. H. Laing, Carse- 
land. 47-8p 


Ivocate 


ARMSTRONG- -In loving memory 
of a dear husband and father, Earl bereavement. 

Armstrong, who passed away July —Mr. and Mrs. O. Schn< 
20, 1956. family. Champion. 

He was taken without any —. —.—. 

warning, The Vulcan Regional 4 

His going left hearts filled with wishes to thank the 
pain; people who purchased i 

But though he has gone from support of the recent ■ 
among us. Show and 3ale: Stew Join 

In our hearts he will always Cafe, J. T. Willard & S 

remain. Club Cafe, John tVolfe, ( 

—Ever remembered by his loving drews, Roger Middleton, 
wife, Alberta and family, Lomond, * ulton, N. P. Schuler, C. 1 
49-lp J- V. Christenseij, Orvi 


GRAIN & FEED 


WHEAT FOR SALE Apply Keith Phone 163, Jim Yee, Vulcan. 47-3p 

Fisher, Vulcan. 47-tfc ___ 

--—- FOR RENT—3 or 4 room suite, 

RODNEY FEED OATS for sale. bath, furnished or semi - fur- 
Phone R216, Carmangay. 47-3p nished. Sleeping or light house¬ 
keeping room. Use of laundry 
room. Phone 441, Vulcan for 
particulars. 24-tfc 


BALED CLOVER—Bale loader in 
the field. Phone 1919, Vulcan. 49 


HOUSES & FARMS 


EDUCATIONAL 


Varying sizes and prices. See J ®E A HAIRDRESSER 
Lundy Findlay, Realtor, Vul- Joln Canada’s Leading School, 

can. 29-tfc Great Opportunity. Learn hair- 

- — dressing — pleasant dignified pro- 

HOUSE—Five room house in Vul- fesslon — big wages. Thousands Albert Anderson, who passed Jesse, Bassett J 

can for sale. Large lot, all utilities, successful Jacobson’s graduates, away July 16, 1958. son A Gould, N. 

Two room furnished cottage at America’s greatest system. Illus- Although years may pass, he will Steiner, Calgary 

rear. Central. Very reasonable. Ap- trated catalog free. Write or call always be remembered, 

ply 449-26 Ave. N.W., Calgary. Jacobson’s Beauty Academy, 128A —Ever loved by his wife 

4I-tfc 8 th Ave. West, Calgary, Alta. family, Champion. 


During the past several months eight men have 
successfully passed a restricted radio operator’s 
course. These men are from Carmangay, Kirkcaldy, 
Vulcan and Blackie. 


The pulp and paper mills use 


Congratulations Men 


and wood, and C. J. Vcrsluys, Cham- 
49-p plon. 


power used in Industry. 

Post War Growth 


Celebrating Our 
24th Year 
in the 

Automobile 

Business 


OUR POLICY 

Fair Dealing 
, Good Service 


DODGE - DESOTO - J. I. CASE 


WE ARE ALWAYS PLEASED TO SERVE YOU 


Vulcan 


FOR YOUR Insurance Require¬ 
ments contact Wes Fulton at J. 

M. Jamison Insurance 

Agency. 

Phone 28. 

49-8c 

OUTBOARD MOTOR— 

15 h.p. 

Johnson’s. Good condition. 

H price. 

Wolfe’s Marshall Wells 

Store, 

Phone 11, Vulcan. 

49-3c 

PIANO for sale—Mrs. W. 

D. Al- 

Ian, Phone R2303, Vulcan. 

49-2c 
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REDUCE FALLOW net return $16.13. In the wheat- 

PROFITABLY (allow rotation the coat per acre 

U. P. Pittman, Agronomist o( rotation has been only $6.25, 
Throughout much o( southern but the net return has been only 
Alberta many dryland farmers are $12.50. 

farming their land on a 50-50 Although! a system of wheat- 
basis—half crop and half fallow, fallow has had a tendency to sta- 
A comparison of yields from dry- bilize yields during dry years, net 
land crops rotations at the Leth- returns from such a system are 
bridge Research Station since 1951 not always as profitable as from 
indicates that alternate wheat- rotations containing less fallow 
follow may be less profitable than when soil moisture is reasonably 
some other systems of farming. adequate. 

In a rotation of wheat-fallow 

the average yield of wheat is 29.6 — ’ 

bushels per In a wheat- 

III" yields 

are 33.2 and 20.7 pci acre, ^8 111 I |T LJI I 1^1 

respectively. Whore wheat is H | J* I if n * Ilk H 

■l age 

lie ttsiniate I li 


District News 


CARMANGAY 

Mr. and Mrs. Bill Kulyk of 
Wadena, Sask., were visitors on 
Thursday at the home of Mr. and 
Mrs. John Letal. 

Miss Sandra Moore of Creston 
Is visiting at the home of Mrs. 

Moore and Mrs. Greene for two 
weeks. 

Mr. and Mrs. Henry Rummanson 
and children of San Fransisco are 
visiting Mrs. Lund this month. 

Mrs. Elsie Williams of Champion 
is visiting at the home of Mr. and 
Mrs. Milo Seebeck. 

Sympathy is extended to the 
Parker family in the recent pass¬ 
ing of Mrs. Hugh Parker in Cal¬ 
gary last week. 

Mr. and Mrs. Fowler and family Aby, B.C. 
of Iowa were visitors this week at 
the home of P. Fowler and Mr. 
and Mrs. L. Blue. 

Mr. and Mrs. Ken Ruble and 
family were guests at the Lee 
Baldwin home. Mr. and Mrs. Wal¬ 
lace Miller travelled to Rimbey 
where they visited Mr. and Mrs. 

Irl Miller. 

Mr. and Mrs. Donald Bethune 
and Donna and Mrs. McGillvary 
were guests at the home of Mr. 
and Mrs. Paul Kryzanouski. 

Mr. and Mrs. Leonard Teskey 
and family of Winnipeg are visit¬ 
ing at the home of Mr. and Mrs. 

Ray Teskey. 

FLOYD THOMPSON 

One of the original members of 
the Carmangay Stampede Board, 

Floyd Georg'? Thompson, 57 of 
Calgary died in hospital there 
Saturday, July 1, 1959. 

Born in Page, Neb., Mr. Thomp¬ 
son came to Granum in 1912 and 
farmed at Carmangay until 1943. 


,,_ .__ swim mis laDie were Mr. 

Mrs. Agnes McKerrow Parker, . ., . _ , 

69 years of age, passed away Mon- "*!£**** " , 

day in a hospital In Calgary after h ™ n “ ,a ’ /| M “ ,,en K < nee 

a short illness. £ a * yr " ^ ach ,™ d ,he bestman 

Kudy Hubka of 25 years ago; also 
Mrs. Parker was a former red- Mt . and Mrs A K ^ Mrg 

dent of the Carmangay district, B H ubka. FoUowlng the luncheon, 
having farmed west of town for BUli M toastmaster, called upon 
many years. Rudy Hubka to propose a toast 

Leaving to mourn her passing to the honored couple. He recalled 
are two daughters, Mrs. Carines of many memorable occasions In days 
Calgary and Mrs. Robert Nelson gone by. Len replied to this toast, 
of Montreal; a son, Wyman of Bill then drank a toast to his par- 
Carmangay, and one sister, Mrs. ents, commenting upon the many 

“ has received from 

mother thanked him 
Interment was in the Mountain graciously. Bob Hubka and Bob 
View Memorial Gardens, Calgary, Bach presented the couple with a 
with Rev. Dawson officiating. Bill of silver from the families. 

Bill gave his mother an Alaska 
Black Diamond necklace and ear¬ 
ring set and his father, a silver 
Ronson table lighter. Len and Jo 
were delighted and thanked all for 
the wonderful party and gifts. 

Among those present were: Rev. 
Fathers MacKay and Welch of 
Claresholm; Mr. and Mrs. A. E. 
Bach, Mr. and Mrs. J. Mullen and 
Patricia, Mr. and Mrs. H. Bach 
and family, Bob Bach, Mr. and 
Mrs. Earl Ditto and Mrs. D. Ditto 
of Calgary; Mr. and Mrs. Bud Bach 
Robert Blacklork and family and Mr. and Mrs. J. 

from Champion; Mr. 
and Mrs. H. Cutforth and family, 
Barons; Mrs. B. Hubka, Clares- 
Mr. and Mrs. F. Hubka and 


AT STRATHMORE— 55 miles North of Vulcan 

Every Friday at 1:00 p.m. 

—LISTINGS SOLICITED— 
AUCTIONEERS:— Carl Ziegler and Les Rosehill 
Licensed and Bonded. 

RATES:— 3% on Cattle: 5% on Hogs, Sheep Horses, 
etc.; 10% on miscellaneous items. 

— N. and S. Almond, Owners — 


Mr. and Mrs. Bruce Freeman 
(nee Jean Slater) are to be con¬ 
gratulated on the birth of a son, 

Michael Bruce, in the Brooks hos¬ 
pital, June 26. 

Mr. and Mrs. Bob Hubka and 
family visited the latter’s folks at 
Elk Point, where Mary De Meres 
(nee Mary O’ Kan<>) was visiting. 

Mr. and Mrs. 

are to be congratulated on the Hunziger 
birth of a daughter in the Clares¬ 
holm Hospital on July 6 . 

Mr. and Mrs. Lenard McGinnis holm _ 

of Creston, were visitors of the family, Mr. and Mrs. Rudy Hubka 
Gilbert McGinnis family. * and family and Mr. and Mrs. Bob 

Visitors at the home of Mr. and Hubka and family fiom Carman- 
Mrs. Loren Roemmele were Mr. ^ ay ’ a ,* so ^ r - aru * Mm. L. Murphy 

_ _ __and Mrs. Russel Roemmele of 

He then moved to Turner Valley Apin, Ont., and Mr. and Mrs. Wil- 
before going to Calgary eight lard Kettlewell of Independence, 
months ago. Missouri, cousins of the former. 

Among survivors are three sis- Bill Bach spent the weekend at 
ters, Velma, Merle and Alice; one home where he helped celebrate 

brother, Ed of Caigary, and his his folks’ silver anniversary. Mr. 

mother. and Mrs. Keith Clark left for a 

Chinese Were First THRICE THAT OF U.8. Funeral services were held at holiday at Radium. 

Chinese were the first to make Canada produce more than three Foster’s Garden Chapel on Tues- Visitors at the Frank Hubka 
paper with lags; today rags are times as much newsprint paper as day, July 7, with Rev. Stanley R. home were Dorothy and Florence 

used in the finest papers. the United States. Hunt of Wesley Church officiating. Pefferle of Pyullup, Wash. 


Notary Public — Income Tax 
Phone 11» 
CARMANGAY 

Frank G. Burgess 

INSURANCE 

FIRE — AUTO — TRUCK 


GOOD GOING JULY *8, *4, IS 


RETURN LIMIT — *5 DAYS 


RETURN FAKES FROM 


VULCAN 


ANOTHER 


VULCAN 

FUNERAL HOME 

GEORGE WISENER 


In Coaches Only 


To Vancouver 
You save 
To Victoria 
You save 
To Nanaimo . 
You save 


IS UPON US 

Place your coverage now 
without further delay. 

Remember . . . 

The premium won’t 
break you—a loss might 

We respectfully solicit 
your hail insurance busi¬ 
ness. 

—Contact— 


24 HOUR SERVICE 


for complete funeral arrangements 


tin Tourist Sleepers: 


To Vancouver . $32.70 

You save . 10.90 

To Victoria . 38.65 

You save . 13.50 

To Nanaimo . 35.20 

You save . 12.00 

tOn payment of tourist berth 

fare. 


Vulcan 


With The 

District Agriculturist 


FARM SAFETY 

July 19 to 25, is Farm Safety 
Week. During this time a cam¬ 
paign designed to create awareness 
to farm safety, is launched. Of 
course, accident prevention on the 
farm should be ever present In the 
minds of ull farm people. But 
Farm Safety Week is a good time 
for farm families to appraise 
equipment and habits that may be 
hazards and potential accident 
causes. Every year an alarming 
number of fai-m people, many of 
them children, are killed or injur¬ 
ed on Alberta farms, and the in¬ 
cidence of farm accidents appears 
to be increasing. Farm machinery 
leads the list as causes of rural 
area incidents with the tractor as 
the worst offender. In regards to 
farm machinery, the power take¬ 
off is responsible for a great num¬ 
ber of the fatal injuries. 

Drowning, particularly cnildren, 
is a close second. Each year there 
is a number of reports ol children 
drowning in Improperly fenced 
dugouts and stock ponds. 

Farmers of today are using 
more and more agricultural chemi¬ 
cals for the control of pests. Most 
of these are poisonous to humans 
to a certain extent. However, very 
little danger exists if they are pro¬ 
perly used. A good slogan is to 
“Read and Heed, the label.” If 
used according to directions and 
stored away from children these 
matrials become a safe and useful 
tool In the hands of the farmer. 

Other courses of accidents are 


TRAIN TRAVEL IS 
LOW-COST TRAVEL 


Full information from 
Agent 


J. M. JAMISON 
INSURANCE AGENCY 


No voider mmpopte 
art buying Ghemtets 
\ inW than any J 

other car /A 


GOOD SUPPLY ON HAND 


Statistics show that the Incidence 
of farm accidents are highest In 
the rush season in the spring and 
fall. At these times, of seeding and 
harvest when farm workers are 
putting In long hours with high 
powered machinery, the accident 
rate goes up. Fatigue and accidents 
go hand in hand. A tired person is 
less alert. He is also in a hurry, 
and therefore less cautious. All 
this makes for a deadly combina¬ 
tion. 

In recent years a great deal of 
publicity, aimed at safety educa¬ 
tion has been circulated by the 
Farm Safety Committee of the Al¬ 
berta Safety Council. Literature 
can be obtained from this organi¬ 
zation In Edmonton. Farm Safety 
W’eek is a good time for local or¬ 
ganizations to pick up the banner 
and promote safety campaigns in 
their communities. 4-H Clubs, for 
example are in an excellent posi¬ 
tion to carry on this work with 
demonstrations and displays. 

Just one more thought — holi¬ 
day time is here. Take it easy on 
the highways this year. Be alive 
when you arrive. 


for Long lasting 
POLE TYPE BUILDINGS 
and Fencing 
GET C.C.C. BRAND 


ONE OF THE 7 BIG BESTS CHEVROLET GIVES YOU OVER ANY CAR IN ITS FIELD 


in its price class". You’ll be sble to tell this 
yourself instantly ... try a Chevrolet ride at 
your Chevrolet dealer’s today) ■ i ., 

BEST TRADE-IN 

The expert who can prove this to you is your 
Chevrolet dealer. Check hint today. You'll 
find that Chevrolet's extra value and quality 
mean a bis, Mg return on your money at 
trade-in time. And your Chevrolet dealer can 
show you a long list of other Chevy advan¬ 
tages, besides these 7 big ones ... be sure 
to visit him today) 

"Na»«t Aikk—tio* ftr Sink Car Admtrmtrn 
emd Rtitereb. 

'/tWMMiH MaM/xMWl' t/KMiM. 


BEST ROOM 

Interior dimensions reported to A.M.A.* make 
this abundantly dear. For instance Chevrolet's 
front seat hip-room is as much as J.7 inches 
wider than a major competitor. 

BEST ENGINE 

Every motor magazine has given Chevrolet's 
standard and Corvette VS's unstinted praise. 
As SPORTS CAR ILLUSTRATED puts it: 
“Indeed this device is surely the moat won¬ 
derfully responsive engine available today at 
any pricer' 

BEST RIDE 

MOTOR TREND magazine calls Chevy . . . 
“the smoothest, most quiet, softest riding car 


Other cars claim gas economy . . . Chev¬ 
rolet delivers it. That was proved beyond 
all argument by this year’s Mobilgas Econ¬ 
omy Run. A pair of Chevrolet Sixes 
walked away with the first two places ... 
and the winning mileage was a whopping 
26.84 ... the best of any full-size car! 
And that's just the start of Chevrolet's ex¬ 
tra value. No competitive car near Chevy’s 
price gives you all these bests .. . just see 
what the experts say! 

BEST STYLE 

Chevrolet is the car that's unmistakably 
modem in every flowing line) POPULAR 
SCIENCE magazine has this to say: “In its 
price class a new high in daring styiing H . 


Available in sizes 

12 16' 20 25 and 30 


BEST BRAKES 


Chevrolet proved its superiority in direct com¬ 
petitive tests carried out by NASCAR**. In 
repeated stops from high speed, Chevrolet 
out-stopped the other leading low-priced can 
tested by a wide, safe margin. Proof positive 
that you're far safer in Chevrolet) Ana Chev¬ 
rolet's Safety-Master brakes save you money 
on replacements . . . last 66 % longer. 


For several years prior to 1952 
applications for Alberta drivers’ 
licenses from persons over 21 years 
of age and previously unlicensed 
averaged about two per day. Appli¬ 
cations in this category today are 
becoming a rarity. 


Make Sure You Get The Most For Your Money - Visit Your Local Authorized Chevrolet Dealer! 


VULCAN — Phone 37 
ARROWWOOD — Phone 3 


VULCAN MOTOR PRODUCTS 


Canada Depends on Forests 

A third of the primary produc¬ 
tion of Canada comes from the 



Pressure■ Tre 

poere 

Available in sizes 

6’ 7’ 8’ and 10’ 

l 

1 

) rossure-Treated\ 1 

POLE6 \ 


great northern forests. LOMOND — Phone 13 MILO — Phone 40 
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Picnic Needs 

Hotdog Buns, Plain Buns, Pastries, Cookies 
and Cakes to help make your picnic a success. 


District News 


REDLANDVIEW Weekend visitors at the home 

of Mr. and Mrs. Ed. Kehr were 
Dr. and Mrs. Carl Puterbaugh of Mr. and Mrs. Alex Larson of Ken- 
Albany, Indiana, visited at the dr .|ck, Idaho and Mr. and Mrs. Al- 
home of Mr. and Mrs. Howard v | n Osland of Lewiston, Idaho. Mrs. 
Burrell last week. Kehr accompanied the Oslands to 

Sandra Scnlerman and Karen their home in Lewiston and will 
Seeley attended a Youth Conven- be their guests, 
tion In Calgary last week and at Mr. and Mrs. Nell Giles and 
Its conclusion, Journeyed to the family, Mr. und Mrs. Max Kehr 
Alberta Camp in Didsbury where and Owen Fulton were stampede 
they spent several days. visitors last week. 

Roy Lerohl spent the weekend ^ r - Kelly is visiting with his 
fishing west of Nunton. «> n and daughter-in-law. Mr. and 

, . „ Mrs. J. E. Kelly in Edmonton. 

Lois Stewart of Vulcan was a T . ... ' , _ 

, .. Jim McNiven and sons Danny 

guest of Florence Jose over the ,, .. . , .. 

. . and Jimmy attended the Stampede 

weekend. • In Calgary on Wednesday. 

Mr. and Mrs A. Jacobson and Mf Mri R Tral ' of De ,_ 

ara a en e e a ® Bonita were weekend guests of Mr. 

pede on Friday nd visited with ... _ _ _ • 

relatives in the city over the week- an ls ' “ x e r ' . . . . 

end. Little Wesley MacIntyre ac- Bert Metheral accompanied l.U 
. . .. / „ sister Mrs. Gladys Donaldson and 

. _ ,, _ , .. ..__. . girls to his home In the district on 

Laura Fulton Is attending Girl * j j. 

_ .. . ._“ ... Monday, after spending the past 

weelT CaJ ' iP Fr W several weeks In the Colonel Bel- 

Mr. and Mrs. Ron Dunham and eher Hosplta1 ' 

Calgary vi8itor * ° n ARROWWOOD 

Mr. and Mrs. Andrew Nafziger Dally Vacation Bible School con- 
had as their guests over the week- ducted Jointly oy the Church of 
end, Mr. and Mrs. Dave Corner the Brethren and the United 
and family of Calgary. Church will be held July 20 to 24, 

Mr. and Mrs. Orville Lerohl ac- for children from age four years 
companied by Mr. and Mrs. Car- through the Junior department. All 
ruthers enjoyed a picnic at Little children of these ages are welcome 
Bow Park recently. to attend. 49-lc 

Mr. and Mrs. Nell Giles and Guests of the Willard McDaniel 
family, Mr. and Mrs. Victor Fulton family were Mr. and Mrs. Roland 
and Laura, Mr. and Mrs. Ross Reed and Bobby of Puyallup, Wn., 
Giles and Donny of Cayley, accom- a lso Lois and Leo Reed of Tacoma, 
panied by Mis. D. Giles of Vulcan \yn., who have been visiting here 
spent Sunday at the High River tw0 wee ks. Lois returned home 
* ark- with her brother and family while 

Sunday visitors at the home of win remain for the summer 
Mr. and Mrs. Arthur Cutforth w ith his uncle and aunt. All at- 
were Mr. and Mrs. Ray Flitton ten ded the Stampede, 
and family of Alston, Mr. and Mrs. ,, , 

Ivan Ohler and family of Carman- ^ r ' *!" d ' B ! Da ^*. t ^ 

gary and Mr. and Mrs W. Ohler of “ dayS ta Ku ' iSpeU dUring the 
Carmangay week - 

»jr_ T , . . Mrs. Myrtle Cooper, Mrs. 

Mr. and Mrs. M. Jose and eirls w . . .. 

were Calgary visitors on Thursday, Zimmerman. allTf Winnl- 


Phone 80 


Fred deJong, Prop. 


See your local Co-op Gasoline and Oil 
Agent. He can save you money. 

Our Motto: You Call, We Haul 
Anywhere — Anytime 

Phone: Bus. 4, Res. 54 


lr the extended position and the 
adaption can be carried out In four 
hours by the farmer himself with 
the aid of a noist. 

The alternative settings for the 
wheel tracks are five, six or seven 


This British-built "tractor on 
stilts” is an ordinary Massey- 
Harris Ferguson 35 with a special 
conversion to allow it to ride over 
a height of 4V4 feet. All the control 
and steering facilities are retained 


THE NEW “Lenfleld Flamingo” 
tractor takes the place of the horse 
harrow in the cultivation of a field 
of goose-berries In Kent, England 
—and completes a week’s work In 
half a day. 


holiday to Portland, Oregon. Ausetad, Ralph Auestad and Jim 

A Mrs. Bill Turley and Dale Phillips attended the Stam- Peterson. 

»vere Calgary visitors pede at Calgary on Thursday. Sunday guests at the Joe Thom- 

of last week. sharon philll teft Saturday “»• Jr ” home were Mr. and Mrs. 

ssie Welsh of High River mornlng wlth her uncle , AUan Garland Anderson and boy,, Mr. 
ent visiting with her sis- phmi ^ Maureen for a hoIlday and Mrs^ Clifford Barett of On- 
Maiy Ruark. t0 varlous inls m the u. S A . «*•. and Mr and Mrs. Art Marks 

-iansen, Donnie Kennedy „ . . . and family of Armada. 

/ Pa ton attended the and Mrs ‘ ^ arland Anderson Mr. Mrs. David Deltz and 

last Thursday. and and ^ rs ' ford Barett son S p e nt Sunday at Lethbridge. 

Girard of Edmonton is * ere Vlslt ?” at U ? e C ’ J ’ Anderson Llewellyn Hughes, Laurence 
t visiting with her sister, home on Wednesday evening. Smith and Dick McCord also at- 

e Paton. ' Mr. and Mrs. George Thurlow tended teh Calgary Stampede. 

inu Linda Heide spent a and family and Mr. and Mrs. Bob -- 

Crows Nest Lake Bible Unwelded and family spent the IvnfTa „ nTAI 

joying the fellowship of weekend at Water ton Lakes. INTDU 8 TIUAL LEADER 

teen-agers, with recrea- Marjorie and Maxine Deitz of r n..w° fi P . U t P , a " pap f r ndustl Y 
ovely surroundings. The Calgary spent the weekend at the n , * '"f ",. pr< -uc on ’ exports 

g Bible studies and heart- home of their parents. , AROF st EMPIXJYER 

ministry weie conducted Those attending the Stampede Pulo^and uaoor is the larges. 
Hutchinson and William on Saturday inclade the following: employer amongst all the manu 
f Edmontom Biil Gernett Kay Peterson. Ruby Page. Helen facSrers In Zda 


Sales Commence at 11:00 a.m. Promptly 

PLEASE NOTE— We are open every Friday night 
until 11:00 p.m. Please bring your livestock in early. 


REGULAR SALE, SATURDAY, JULY 18 

12 good Holstein Milk Cows, 3 to 6 years old; 
400 Weaner and Feeder Hogs; 300 Stocker, Feeder 
and Fat Cattle; 4 unit Surge Milking Machine; House 
Trailer, 7^2 ft. x 16 ft., factory made, plywood, 2 
wheels, built-in cupboards, electric cook stove, bed; 
303 Enfield Rifle, 2y 2 power Weaver Scope; .22 
Cooey Single Shot; 12-ft. Aluminum Boat; 11-ft. Ply¬ 
wood Punt; Complete Bed; Miscellaneous Clothing; 
200 Windows and Doors; 17,000 BTU forced air Gas 
Heater and fixtures. 


Announcing 

THE OPENING OF THE 

Vulcan Cafe 


- TRUCK 

-no limitation hall 


Tima payment* arranged 
on all Insurance 

FIRE — HAIL 
Have several companies 


Office Phone 3022 

— AUCTIONEERS — 

GEORGE Mac LEAN — GERRY GOING 
Lie. 75 Lie. 298 

Re*. Phone 3060 High River Re*. Phone 2594 
"Farm Sale* a Specialty” — 27 year*’ Experience 
Weekly Sale* Every Saturday, 11:00 a.m., at High River 
Auction Mart Ltd., Office Phone 3022 

“AUCTIONEERING IS OUR BUSINESS” 


—Phone*— 

Office 60 Rea 241 

At Imperial Oil Ltd. 


(Formerly Lew’s Coffee Bar) 


FULL COURSE MEALS — LIGHT LUNCHES 
CONFECTIONERY — ICE CREAM 
CIGARETTES, ETC. 


F.U.A. Insurance 

AUTO & FIRE 

with Co-operative 
Fire & Casualty Co. 

25% DISCOUNT 
on Farm Cars and 
20% on Farm Truck* 

HERB BENDER 

F.U.A. Insurance Agent 
Phone 407, Vulcan 
Alberta Wheat Pool No. 3 


OPEN 7 A.M. TO 10 P.M. DAILY 


CHARLIE QU0N, PROP 


AT BRANT SCHOOL 

MONDAY, JULY 27 TO FRIDAY, AUG. 7 
Two weeks of Bible study, handicrafts and singing 
Everyone Over 4 Years Old Welcome 


Good Used Tractors 


Massey-H&rris 55 Diesel with hydraulics, 18 x 26 tires 
Massey-Harris 55 Diesel with hydraulics, 15 x 34 tires 
Massey-Harris 55 Gas less hydraulics 
Cockshutt 50 Disc with L.P.T.O. 

Massey-Harris Mustang Tractor with 3-point Hitch 
Good Used Ferguson 3-point Hitch Mower 
Good Used Ford Tractor with 3-point Hitch 

Haying & Harvesting Equipment 

1955 International Self-Propelled Swather 
Used John Deere Baler 
Used Tractor Mounted Sprayer 
Massey-Harris No. 90 Combine with Pickup 
Used John Deere Pull Type Swather 
Used Grain Saver 14-ft S.P. Swather 

See Us For... 

New Versatile Self-Propelled Swather 
New Versatile Field Sprayers 
New “Malco” Bale Loaders 
New Richardson Wheel-Bale Loader 
New Vicon-Lely High Speed Side Rakes 
Massey-Ferguson Equipment for all purposes 
1951 Dodge 3-Ton Truck Eaton Axel 


Eeuer ana oaugmers, Nancy and The ^ jf Mr and Mri Steven 
Gwen; Dr. Harold Fasnacht, pre- Fluter M „ the names 

? dent °J ,^ aV * rne i* Uege ' ^ Ben Clifford, Sunday, July 5. In 
l*™- CaW-: Galen Ogden, the Glelchen Unlted Church> ^ 

Elgin, BL, and Rev. and Mrs. service being performed by Rev. 
BlackweU from Tacoma, Wn Wm Morrison . Four generations 
Members attending from Irrl- were present at the service, they 
cana were entertained in Uie Mrs . Clara u KUcup, Los 

homes of Arrowwood members. An geles : Mr. Clifford Kllcup, 
This year’s moderator was Rev. R. G , e ichen; Mrs. Aleda Fluter, Milo, 
Truman Northup, pastor at Ir- and Ben Clifford Fluter, Milo. Fol- 

ricana- , . lowing the service a family dinner 

Next year’s conference will be was held at the home of the 

held in the 1st Irrlcana church and niate mal grandparents, Mr. and 
will celebrate the 50th anniversary Mrs . Clifford Kllcup, Glelchen 
of the organization of that congre- ,, , _ .... 

gation. Mrs ‘ B 4 * 00 ® Jones and family of 

Lomond were Milo visitors on 

ENSIGN Wednesday. 

Mrs. Don McKay accompanied 
Mr. and Mrs. Stan Comstock and by Mrs. Ken Stumpf and boys 
family of Scotfield have been visit- motored to Lomond on Monday. 

a * ^ !TV f J ! m ., an f d Mr - Mre - c - J- Anderson and 

McFudden. The Comstock family M „ Chestor Thom motored 

and Jim McFadden family spent lo Vulcajl on Wednesday where 
tost weekend camping on the mey vislted at Uie homes of Mrs 
Kananaskis Highway. Ve _ Maldanor _ nd Mr « orthr „, t 


WE ARE AUTHORIZED AGENTS FOR 

BOSTITCH 

-The Greatest Name in Stapling Machines— 


Livestock, Grain, Coal 


Phone R608, Champion 
or 413 Vulcan 


We carry in stock or can procure in 48 hours 
the following staplers— 


WILSON 

ELECTRONICS 

VULCAN, ALTA. 


DESK STAPLERS with staple remover 
DEEP THROAT STAPLERS, 12” and 18’ 
|/ TACKERS—in different sizes 
SELF-FEEDING HAMMERS 


k* SELF-FEEDING GUN TACKERS 


• Radio, TV and Electrical 


Daphne and Myma Larsen attend- 


k" OFFICE-SIZE SADDLE STAPLERS 
✓ STAPLING PLIERS 


Appliance Sale* and Service. 

• Philco and Emerson Radio, 
TV and HI-FI Seta 

• Columbia and Epic 
Record*. 

• We*tlnghou*e Appliance* 
and TV Seta. 


ed the Calgary Stampede tost Frl- A1 Moore anu daughter Sylvia, 
da „ of Peace River, were visitors at 

Mr. and Mrs. Doug Fisher and M11 ° on Sunday. Donna HeUevang 
son of Rose town have been visit- returne< l home with the Moores for 
lng with relatives In the district a h °Nday. 

the past week. Mr. and Mrs. Ken Stumpf and 

Mrs. Bert Larsen attended an boys attended the Calgary Stam- 
Avon meeting In High River pede on Friday and Saturday. 
Thursday of tost week. Mr. and Mrs. Clifford Barrett 

Earl Mote spent Monday and and a friend, James Walker of 
Tuesday of tost week visiting at Ontario, are holidaying at the 
the home of his cousin, Mr. and E&rland Anderson home. 

Mrs. BUI Havery at Calgary; Mr. and Mr*. C. L. Beckner left 
while there he took In some of the Sunday by car for a two-week 


POPULAR SIZE STAPLES CARRIED IN STOCK 


Your Massey-Ferguson Dealer 

Sales, Service and Parts 


Phone 444 or R1004 
or write 

Box 603, Vulcan 


Vulcan, Alta. 


Phone 66 
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PLUMBING - • • HEATING 

WIRING AND ELECTRICAL APPLIANCES 
Propane Gas and Appliances 
Digging Field & Water Lines 


CHAMPION ELECTRIC 


Phone 16 


STAN MATLOCK 


Res. 74 



, WORTHINGTON, 

Sales 

PHONE 18 

■ 

m 

Service 

CHAMPION 


TRUCKS 

1—New 1959 V-8 ^Ton, 116” wheel base, Sure Grip 
Rear End, 650 x 16 6-ply tires. 

NEW MACHINERY 

TRACTORS— 

2—M.F. 95 Tractors 
1—M.F. 88 Tractor 

1— M.F. 65 Tractor 
COMBINES— 

8—1959 14-ft. 92 Combines 

USED MACHINERY 

2— M.H. 55 Tractors, overhauled 

1—M.H. 90 Combine and Pickup, good. 


HUBKA SALES & SERVICE 

MASSEY-FERGUSON FARM EQUIPMENT 
Sales — Parts — Service 

Piymouth-Chrysler-Fargo — Imperial Oil Products 

Ph r A Hub La' 41 CARMANGAY 


Halley O. Smith left last week 
fue- Ottawa, where he will visit 
his son and daughter-in-law, and 
fhpUiy, Mr. and Mrs. James 
Sgilth. 

John Petronech was a visitor in 
Calgary with his uncle and aunt, 
Mr. and Mrs. Norman Dodd. 

The Clevervlllc Pioneer Club 
will hold their annual picnic on 
Wednesday, 'July 2i>, at the Little 
Bow Park at 3 p.m. Bring your 
own lunch. Coffee supplied. 49-lc 

Mr. and Mrs. Albert Orcutt have 
their eldest grandson, Albert, Jr., 
of Ucluelet, B.C., V visiting with 
them. The young man travelled by 
air from the coast. The Orcutts 
have also had as their guests, Mrs. 
Orcutt’s . cousins, Mr. and Mrs. 
Buell Beard of Long Beach, Calif., 
and Mr. and Mrs. Oscar Baker of 
Butler, Mo. They all spent several 
days holidaying in Banff and in 
Calgary during Stampede Days. 

Mr. and Mrs. Mervyn Smith 
spent Sunday motoring in the 
Rocky Mountains, travelling for 
some distance on the Kananaskis 
Forestry Road. 

The sympathy of the town and 
district is extended to Mrs. Blanche 
Gardiner and Mrs. Wm. Roebuck 
on the loss of husband and father, 
Fred Gardiner, who passed away 
in the Carntangay Hospital on 
Thursday of last week. Funeral 
services were held from Foster’s 
Funeral Chapel In Calgary on 
Monday of this week. 

Mr. and Mrs. Howerton were 
Calgary visitors on Monday and 
Thursday of last week. 

A large group of ladies present¬ 
ed Miss Frances Versluys, whose 
marriage to Gory Banks, took 
place on Saturday, with a beauti¬ 
ful shower of gifts on Tuesday 
evening, July 7. The dining room 
of the Community Hall was tast- 
fully decorated with summer 
flowers. The guest of honor was 
assisted in opening the gifts by 
her mother and Mrs. B. Banks. 
The hostesses served coffee, cake 
and sandwiches, bringing the 
pleasant evening to a close. 

Congratulations are going out to 
Mr. and Mrs. Lou Marta of Leth¬ 
bridge on the birth of a daughter, 
bom Sunday, July 12. Mrs. Marta 
was before her marriage, Diane 
Racher. 

Recent guests at the home of 
Mr. and Mrs. O. Schneider were 
Rev. and Mrs. F. R. Scl\ncider of 
Grandview, Wash., and Mrs. W. K. 


When the Canvasser 
calls at 

YOUR home 

Make sure that he represents 
a Reputable Local Business 

Beware of the transient peddler with his plau¬ 
sible story of “big savings," “direct from the 
factory to you," “money back guarantee” 
and “selling merely to introduce the line." He 
is here today and gone tomorrow and 

You Have no place to go for Redress, if the 
Merchandise Proves Faulty. 

The local business firms who are here to stay, 
pay taxes and contribute to the growth of the 
town and your own prosperity, can supply all 
your needs. Their desire to retain your good 
will and continued patronage is your assur¬ 
ance of fair treatment and good value. 

Inserted By 

The Vulcan Advocate 


Drury and her daughters Simone 
and Sheila and Mrs. Jean Peretti 
of Seattle, Wash. Simone and 
Sheila Drury remained lo visit for 
a while longer. 

Eight Girl Guides of the Cham¬ 
pion group together with their 
leader, Miss Peggy Fraser, left on 
Monday and Tuesday of this week 
foe the Guide camp at Arrowwod. 
The following are the girls from 
Champion: Joanne Carnegie, Beth 
Wilson, Leslie Petrunoeh, Linda 
Cummins, Chrissie Cummins, Lor¬ 
raine Nowlin, Donna Groves and 
Eda Lever. Harry Cummins and 
Mr. and Mrs. Gordon Petronech 
supplied the trans|>orlalion lor the 
girls to the camp. 

Miss Shirley Heftier of Alliance 
and Don Schneider of Hinton, Alta, 
were recent visitors at the home 
of Mr. and Mrs. O. Schneider. The 
marriage of Miss Heftier and Mr. 
Schneider which was to have taken 
place at Alliance last week will 
be performed on Saturday, Aug. 1. 

Mr. and Mrs. Earl House of 
Patricia were weekend visitors In 
town. Their daughter, Mrs. Gordon 
Jalmer who had been visiting with 
them, returned with them. 

Jim Groves of Patricia was a 
visitor at the home of his uncle 
and aunt, Mr. and Mrs. Gerald 
Groves, en route lo Iho Cardston 
Rodeo. 

Mrs. Harold Matlock of Calgary 
was a weekend visitor at the 
homes of ner sons, Wilbur and 
Gerald. 

Friends of Mrs. Garth Enerson 
who has been a patient in the 
I^thbridge Municipal Hospital.for 
several days, wish her a speedy 
recovery. 

Recent visitors also at the home 
of Mr. and Mrs. Wilbur Matlock 
were Miss Marie Matlock and Mis;; 
Colleen McLean of Seattle, Wash. 

Recent visitors also at the home 
of Mr. and Mrs. Wilbur Matlock 
were Mrs. Matlock's brother-in-law 
and sister, Mr. and Mrs. E. K. 
Baker and their two sons of Port 
Credit, Orvt. 

KIRKCALDY 

Miss Nettie Ware attended the 
Calgary Stampede and visited rela¬ 
tives in Calgaiy last week, return¬ 
ing home on Fridy evening, ac¬ 
companied by Miss Hazel Rowe of 
Calgary and Miss Ethel Lewis of 
Ardenode, Alla. 

Mr. and Mrs. Jim Carlson are 
being congratulated on the birth 
of a daughter recently born in the 
Vulcan Hospital. 

Stan Pletan of Cecil Lake, B.C., 
was a recent visitor at tiie home 
of Mr. and Mrs. Morley Scobie. 

Sympathy ol the district is ex¬ 
tended to Mr. and Mrs. William 
Roebuck and family on the recent 
passing of Mrs., Roebuck’s father, 
Frederick Gardner of Champion. 
The funeral was held on Monday 
afternoon in Calgary at Foster’s 
Garden Chapel. 

Mr. and Mrs. Irwin Tobler are 
being congratulated on the birth 
of their daughter in the Vulcan 
hospital on July 4. 

A. J. Maisey spent a few days 
in Calgary recently. 

Mr. and Mrs. Doug Wilson and 
family motored lo Lethbridge on 
Wednesday of last week lo visit 
the former’s mother and other 
relatives. 

Mr. and Mrs. John Roebuck, 
Jackie and Cheryl motored to Cal¬ 
gary on Sunday to visit relatives 
in the city. Mrs. Roebuck, Sr., who 
is a patient In the Calgary General 
Hosiatal is progressing favorably. 

Brian Scobie returned to Cayley 
with Mr. and Mrs. Layton Arnold 
and boys on Thursday of last week, 
returning nome on Monday. 

Ivan Haga, Davna, Mr. and 
Mrs. Percy Clark, attended the 
Calgary Stampede on Thursday of 
last week. 

Donald Mallory accompanied by 
Joanne and Lorena Carnegie and 
Mr. and Mrs. William Mallory of 
Saskatoon, Sask., motored to the 
Stampede in Calgary on Thursday. 

Miss Carolyn Haga returned 
home on Tuesday from Pine Lake, 
where she attended camp with the 
Young People's Group of the 
Church of Christ. 

Ivan Haga motored to Calgary 
on Friday and was accompanied 
home by Gordon Urquhart who 
transferred from the Calgary 
General Hospital to the Vulcan 
Hospital. Friends of Gordon wish 
him a speedy return to health. 

Miss Lorraine Roebuck has been 
visiting her grandparents and 
other relatives In Calgary for the 
past week, returning home on 
Monday, accompanied by her 
cousin from Michigan. 

Mr. and Mrs. John Roebuck, Mr. 
and Mrs. Harry Roebuck and Mor¬ 
ley Scobie, attended the funeral of 
Frederick Gardner in Calgary on 
Monday. 

Friends of Mrs. A. B. Sansome 
were sorry to learn that she was 
a patient in the Vulcan Hospital 
for a*week. She returned to her 
home on Saturday. 

Mrs. Calvin Hollister was hostess 
for a lawn tea held at her home 
on Wednesday of last week. She 
was assisted by the Candlelight 
group of the Church of Christ and 
proceed* were donated to the or¬ 


gan fund of the Church of Christ. 

Mrs. Robert Robbie of Vancou¬ 
ver, B.C., has been visiting with 
her son and daughter-in-law, Mr. 
and Mrs. Russel Robbie for the 
past two weeks. She accompanied 
her son and family to Calgary on 
Sunday, spending the day at St. 
George’s Island. 

Miss Joann.' Carnegie and Miss 
Beth Wilson leav* on Tuesday to 
attend the Girl Guide camp at Ar- 
rowwood. 

MAJORVILLE 

Mr. and Mrs. Glen Wellman of 
Washington, D.C., were recent 
guests at the home of the former's 
brother and sister-in-law, Mr. and 
Mrs. Ray Wellman. While the 
folks from south of the border 
were here the Welbnans spent a 
few days in the Water Lon Park 
district. 

Mrs. Bert Clemmons, Rickie and 
Eleanor left on Monday with Mr. 
und Mrs. Strang Fraser, Sr., of 
Cluny for the Sudbury district of 
Ontario where they will be guests 
of the latter’s son-in-law and 
daughter, Mr. and Mrs. Leo Bur¬ 
ton. 

Mr. and Mrs. George Heather 
went to Barrhead on the weekend 
to attend the wedding of Mrs. 
Heather's niece, Elsie Borschers. 
They also visited with relatives In 
Edmonton. Jo Anne Heather is 
spending the summer in Barrhead 
and Edmonton.* 

Mrs. Bessie Girton of San Ber- 
nadino, Calif., is at present visit¬ 
ing at the home of her son-in-law 
and daughter, Mr. and Mrs. Hugh 
Winch. She accompanied Mr. and 
Mrs. Winch and family to Calgary 
for the Stampede parade and a 
day at the big show. 

Also among those who went to 
Culg&ry for me Stampede parade, 
were Mr. and Mrs. Bill Beckner 
and family. 

For the first time in a number 
of years, Jimmie Dew was unable 
io attend the Calgary Stampede. 
Recently a patient in Bassano Hos¬ 
pital he was advised by his doctor 
to miss the show this year. We 
are glad to report that Jimmie’s 
leg is healing fust and hope he 
will soon be back at work. 

Congratulations are being re¬ 
ceived by Mr. and Mrs. Bruce 
Henry on the birth of a seven 
pound eight ounce son, Cody 
Lynne, in the Vulcan Hospital on 
Thursday. 

Congratulations and best wishes 
are also extended to Mr. and Mrs. 
Kenneth Vooys whose marriage 
was an event of Tuesday after¬ 
noon. The couple were married in 
Hillhurst United Church in Cal¬ 
gary. Tim Ost, brother-in-law of 
the groom was best man and 
Jeanette Greaves was maid of 
honor. A reception for the immedi¬ 
ate family followed at the home of 
the bride’s grandmother, Mrs. 
Mabel Deltz in Sunnyside. The 
bride before her marriage was 
Carol Gore only daughter of Mr. 
and Mrs. Aubrey Gore and the 
groom is the elder son of Mr. and 
Mrs. Leonard Vooys. 

Jim Prentice spent the week In 
Calgary in his capacity as judge 
of the chuck wagon races at the 
Stampede. 

Honoring Mrs. Girton of San 
Herdina, Mrs. Lewis Greaves en¬ 
tertained at afternoon tea on Fri¬ 
day when guests were Mrs. Suther¬ 
land, Mrs. Sandy Henry, Mrs. Ben- 
net Dew, Mrs. Jimmie Dew, Mrs. 
Hugh Winch, Mrs. Neil McLeod, 
Mrs. Will Francis and Mrs. M. 
Clemmons. 

Haying operations are In pro¬ 
gress and despite the early dry 
spell Is expected to be about Aver¬ 
age for the district crops for the 
most part look good and if hall 
storms don’t sneak in, a good har¬ 
vest is looked for. 

Owing to the death of Mrs. Mor- 
seth the July meeting of the Mllo- 
Queenstown WMF has been post¬ 
poned indefinably. 

Family Reunion 

Last weekend the farm yard of 
Mr. and Mrs. Bob Scott looked 
like they had given up farming 
and turned to tourist catering for 
a living. It all wus the result of 
a family reunion when the four 
sons and two daughters of Mrs. 
Paterson of Creston, B.C., got to¬ 
gether for a family gab fest. In 
all, 45 relatives spent the week¬ 
end camping and visiting. 

The party Included 15 grand¬ 
children and 10 great grandchild¬ 
ren. The guests were Mr. and Mrs. 
Fred Scott of Penticton, B.C.: Mr. 
and Mrs. Neville Scott of Creston, 
B.C.; Mr. and Mrs. Irwin Scott of 
Edmonton; Mr. and Mrs. Harley 
(Joanna* Hanson of Mlllarville, 
and Mr. and Mrs. Royal (Beatrice) 
Ruggles of Three Hills, Alta., and 
of course the host Bob Scott is also 
a son. 

All were accompanied by their 
families and grandchildren. Fred 
even brought his dog. The parties 
were accomodated in six tents, two 
trucks remodelled for trailers and 
two trailers. Most of them stayed 
two days but Fred and his family 
who were on vacation stayed till 
the middle of the week. 

Mrs. Paterson who Is 76 enjoyed 
having the group around her and 
everyone voted the weekend an 
enjoyable and successful one. Ask¬ 
ed what she had learned from 
cooking for such a bunch, Mrs. 
Scott says she knows one thing. 
It takes a half wash tub of potatoe 
salad to give that many folks 
enough salad for dinner. The party 


enjoyed welner roasts In the even¬ 
ing as as (he weather man was in 
a co-operative mood, some of Ihe 
cooking could be done outdoors. It 
seems like a leally good way for 
a large family lo get together. 

Mr. and Mrs. Bud Groves of 
Wardlaw were guests on the week¬ 
end with the latter's parents, Mr. 
and Mrs. Bob .Jeott. They eame foi 
the reunion. 


UNITED CHURCH OK CANADA 
—CHAMPION — 

9:45 a.m.—Morning Service 


EVANGELICAL FREE CHURCH 
OP CHAMPION 
Rev. J. O. Iloel. Pastor 
Sunday, July lHtli 

11:00 a.m.—Sunday School 
12:00 p.m.—Morning Worship 
“High Lites From Camp” 

7:30 p.m.—Evening Service 


Dr. R. G. Hunte 

CHIROPRACTOR 

Chiropractic 

Physiotherapy 

Nutritional Therapy 

DOHK’N HOTEL, VULCAN 
—FRIDAYS— 


SIMON'S AUCTION 

*gM SERVICE 

—BRANT— 

911—U 

Simon Vanderploeg 

AUCTIONEER 

License No. 177 


DENTAL 

PLATES REPAIRED 

Same days as received 
DIETRICH DENTAL 
LABORATORY 
Stcl, McKay Bldg. 

I door east Garden Hotel 
Phone F77-244, Lethbridge 


A. J. SCHELL'S 
Shoe Repair Shop 

TARPS — TENTS 
CANVASSES 

Gtrad line of Boots 
and Oxfords 


Vulcan, Alta. 


i 

Champion Lions Club 

Eye Glasses Campaign 

Please leave your old eye-glasses at 
NELSON’S HARDWARE and help the 
“Bank of Light” Campaign. 

The assistance of other organiza¬ 
tions in the town and district in this final 
drive for old eye-glasses will be appreci¬ 
ated. 



HARRIS MOTORS 

CHAMPION 


TRAILERS 


—15-ft. 1958 Leisurehome Trailer 
—15-ft. Muskoka Iroquois (Plywood and Maiiogany 
finish) 

—15-ft. Muskoka Shark Hardtop (fibreglass) 

One of the fastest boats in its class 
—14-ft. Muskoka Sportsman (cedar plank) 

—One 8 h.p. and one 35 h.p. Erin rude Motor 

WE ARE THE SOUTHERN ALBERTA DISTRI¬ 
BUTORS FOR MUSKOKA BOATS. Dealer in¬ 
quiries invited. 

—1958 2-door Custom Royal Dodge 
—1955 Ford Ranch Wagon 
—1953 Pontiac 
—1959 Fargo 5^-ton 

■—Massey-Harris 55 Western Tractor,first class shape, 
with hydraulics 

—15 ft Massey-Haris Wide Level, like new 


HARRIS MOTORS MASSEY-FERGUSON 

Phone 10, Champion Plymouth-Chrysler 

Leishurehome House Trailers ami Muskoka Boats 


GlBB'S ll 


iIBB'S INSURANCE 

DOBBS HOTEL PHONE 89 


Service 


INSURANCE 

— ALL CLASSES — 

SPECIALIZING IN 

H - A -1 - L 

—VARIED COMPANIES— 
—PERSONAL SERVICE- 


CALL ON US 


WE WILL BE PLEASED TO SERVE YOU 


I 

J 
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Little Bow Social Credit Constituency 

Social Credit Picnic 

LITTLE BOW PROVINCIAL PARK 

Friday - July 17th at - 2 p.m. 

Hon. Norman Willmore, Minister Land and Forests 
will be present 

SPORTS — BOATING — FISHING 
Bring Lunch & Dishes Free Ice Cream to Children 



[hail 


INSURANCE 


BE SURE — INSURE WITH THE 
ALBERTA HAIL INSURANCE BOARD 


See Herb Bender 


Alberta Wheat Pool No. 3 


Phone 407, Vulcan 


To Serve You Better... 

WE HAVE INSTALLED A 

VAC-UMIZER 

which eliminates all odd flavors in milk due to new 
grass or other causes. 


USE FLETCHER’S DAIRY MILK 

— FRESH DAILY — 

Free Delivery to your home daily, or 
available at your favorite store. 

PASTEURIZED .....22 qt. 

HOMOGENIZED . .23 qt. 

(at your store) ..24 qt. . 


FLETCHER’S DAIRY 


ADVOCATE CLASSIFIEDS BRING SPEEDY RESULTS 


MOSSLEIGH 

THARLE — LAYCRAFT 

The at. Benedicts Anglican 
Church in High River was the 
setting for a pretty wedding, June 
5, when Patricia Joan, eldest 
daughter of Mr. and Mrs. Gordon 
Laycraft, Herronton, exchanged 
marriage vows with Gale Franklin 
Tharle, eldest son of Mr. and Mrs. 
Arthur Tharle of Mossleigh. 

Rev. Von Blrche performed the 
ceremony amid a beautiful setting 
of spring flowers. The bride, given 
in marriage by her father, wore a 
white floor-length lace over satin 
gown and white lace mitts, her 
chapel veil fell from a pearl 
studded tierra. She carried a 
bouquet of red roses from which 
fell white streamers with tiny rose 
buds entwined. 

The maid of honor was Joyce 
Christie, she wore a pale blue 
nylon waltz-length gown with a 
matching tierra. The bridesmaid 
was Gail Maisey and her gown 
was identical but a shrimp shade. 
Both girls carried a boliquet of 
white carnations. 

The groom was attended by his 
brothers, Garry and Ronald Brown. 
The ushers were Donnie Bennett 
of Herronton and Ray Jones of 
Arrowwood. During the signing of 
the register, Carolee Bates of Vul- 
cun sang, “The Wedding Prayer.” 

For her daughter’s wedding, the 
bride’s mother chose a blue and 
white sheath dress with matching 
duster, white assessories and a cor¬ 
sage of red roses. The groom’s 
mother wore a sheath dress of a 
peach color embroidered in pink 
and green, with white and green 
accessories und a white gladiola 
corsage. 

A reception for 85 guests was 
held in the Memorial Centre in 
High River and among the guests 
were relatives from Edmonton and 
Exshaw. A three-tier wedding cake 
centred the bride’s table and was 
encircled with tulle and the brides¬ 
maids’ bouquets. Benny Ball of 
Ensign proposed the toast to the 
bride to which the groom ably 
responded. A telegram of congra¬ 
tulations was read from an uncle 
and aunt of the bride in Vancou¬ 
ver, B.C., who were unable to bo 
present. 

After a wedding dance in the 
Mossleign hail, the bride changed 
into a black und white checked 
suit with matching accessories and 
black top coat and the happy 
couple left for a honeymoon trip 
to the United States. Mr. and Mrs. 
G. Tharle now reside on the 
groom’s farm south of Mossleigh. 



LOMOND 

Accompanying Mrs. Minerva 
Hammer, Harry and Selma to the 
Bassano Stampede on Wednesday, 
July 1, were Mr. and Mrs. Axel 
N'ellson and Miss Marilyn Frost. 

Mr. and Mrs. Alec Fraser and 
family, accompanied by Miss Syl¬ 
via Souveny attended the Vulcan 
Sports Day. 

Mrs. Molly Souveny and daugh¬ 
ter Sylvia are spending a month’s 
holiday in Calgary. 

Friends are pleased to see young 
Jemmie Foreman around and 
about again after having been a 
patient in the hospital at Leth¬ 
bridge where he underwent an ap¬ 
pendectomy operation. 

Joe Wong and son Kenny were 
visitors in Lethbridge on Friday 
of last week. 

Mr. and Mrs. Frank Chow and 
family were Lethbridge visitors on 
Friday of last week. 

Maurice Mtrcier and daughter 
Helen are on holidays visiting the 
Calgary Stampede and other 
points. 

Mr. and Mrs. Oliver Hart motor¬ 
ed to Calgary for the Stampede 
Parade on Monday. 

Sid Carrington was a business 
visitor in Lethbridge last week. 

Master Kenny Wong is spending 
a week at Bible Camp at Okotoks. 

Joe Wong was a visitor in Pic¬ 
ture Butte on Tuesday of last 
week. 

Among some of those attending 
the Stampede last week were Mr. 
and Mrs. Ed Root, Mr. and Mrs. 
Glen Root, Mr. and Mrs. Aubrey 
Root, Clarence Erickson, Karen 
and Bobby Fraser and Miss Joyce 
Caufield. 

Mr. and Mrs. Tim Ost attended 
the wedding of the latter’s brother 
Ken to Miss Carol Gore in the 
Knox United Church at Calgary 
on Tuesday, July 7. 

Friends will be pleased to learn 
that Mrs. Ruby Caufield has re- 
turned home after being a hospital 
patient for several days last week. 

A number of the Lomond Cubs 
are attending Cub Camp at Water- 
ton Lake for a week. The Boy 
Scouts are also out on a camping 
trip over in the foothills. 

Mr. and Mrs. Gary Skeith and 
family of Red Deer are visitors at 
the home of the former’s parents, 
Mr. and MFs. R. H. Skeith. 

Mr. and j Mrs. L. Chase were 
weekend visitors in Vulcan and 
Berrywater as guests at the homes 
of Mr. and Mrs. Bobbie Nimz, Jr., 
and Mr. and Mrs. R. Richardson 
and family. 

Mr. and Airs. Fred Maronda and 
family left Monday morning for a 
holiday in Oregon where they will 
visit relatives. 

Mr. and Mrs. Juan Cortez and 
Ramon have returned home after 
a few days in Great Falls. 

Lomond was a very quiet place 
last week with so many on holi¬ 
days and most everyone taking a 
trip to Calgary to see some of the 
Stampede. 


Miss Joy Chow is spending a 
holiday in Lethbridge visiting rela¬ 
tives. 

Miss Valeen Chow and Russel 
Chow are enjoying a holiday in 
Calgary. While at the Stampede 
they were fortunate in seeing the 
queen. 

Miss Donna Mae Wong is spend¬ 
ing her holidays with her father 
and brothers of Lotryand. Donna 
Mae attends school at "Swift Cur¬ 
rent, Sask. 

Mrs. Pete Uuppcrt was a busi¬ 
ness visitor in Lethbridge on Tues¬ 
day of last week. 

Congratulations ore extended to 
Mrs. Edith A. Bennett (local dis¬ 
trict nurse). Mrs. Bennett was 
named the winner at the annual 
play writing competition. She re¬ 
ceived $100 as a prize awarded by 
the IODE. Her play, ‘‘Nurses 
Debut” will be published by the 
Extension Department of the Uni¬ 
versity of Alberta and will be 
uvallable to drama groups, free of 
royalty. 

Mr. and Mrs. Robert Smith of 
Armada were visitors in Lomond 
on Saturday, July 4, to attend the 
school reunion held in the Lomond 
Community Hall. 

Deepest sympathy of friends in 
Lomond and district are extended 
to the Deilricks and Allan Vaile 
and other members of their 
bereaved family a*, the news of the 
death of Mrs. Vaiie in Calgary. 

The school at Armada has been 
officially closed and all the child¬ 
ren will be vaned to the Lomond 
School in September. 

Mrs. Phyllis Pytlarz and family 
accompanied by Mrs. Helen Cortez 
spent several days in Calgary last 
week where the kiddies enjoyed 
Friday at the Stampede. 

Mr. and Mrs. Bill Ruppert and 
family of Youngstown are visiting 
at the home of the former’s 
brother, Mr. and Mrs. Peter Rup- 
pet and family. 

Master Terry Chase has been 
spending his Holidays visiting his 
sisters in Berrywater and Vulcan. 
At present he Is enjoying swim¬ 
ming lessons in Vulcan. 


Professional and Business Directory 


Vulcan Clinic 

Physicians 9 Surgeons 

A. D. TOMPKINS 

BID, ULC.O. 

M. E. KOZIOL 

M.B.; C.H.B.; L.R.C.P.; M.R.C.8. 


Office Hours 

10 a.m. to 12 noon — 2 to 5 pjn. 

Phone 44 Carson Block, Vulcan 


F. II. A. 

AUTO & TRUCK 

INSURANCE 

with Co-operative 
Fire & Casualty Co. 

25% DISCOUNT 

on Farm Cars and 
20% on Farm Trucks 

BERT BIJMKIE 

F.U.A. Insurance Agent 
Phone 52, Carmangay 
Alberta Wheat Pool No. I 


Les Coombes 

BARBER 

Shears Sharpened 
Razors Honed 

Schell Shoe Repair Building 


ROY EGGER’S 

Sand and Gravel 

WASHED AND CRUSHED 
—DELIVERED ANYWHERE— 

Phone 10, Stavely 

17 miles West of Champion 


Massey-Ferguson introduces 
Master Service for Spare Parts 


Automation integrated with 
CENTRAL CONTROL has been 
developed by Massey-Ferguson to 
bring a new concept in service on 
spare parts for tractors, combines 
and implements. 

To assure availability of spare 
parts to meet the needs and tempo 
of present day farming the process 
of controlling the supply and dis¬ 


tribution of spare parts by electronic 
methods has been applied in the 
Massey-Ferguson Master Parts 
Warehousing operation. 

Through a network of branches 
and local dealers there is available 
to users of Massey-Ferguson equip¬ 
ment service on spare parts that will 
help them maintain their Massey- 
Ferguson equipment in first-class 
working condition. 



KEEPING UP-TO-DATE ON VARIETIES 

One way to judge the suitability of any variety 
of grain for a particular district is to see it 
growing side by side with many others. This is 
possible by paying a visit to one of the many "Crop Testing 
Plan Demonstration Plots planted this year not only by a 
number of our Elevator Agents but also by interested farmers 
throughout Western Canada. 

Your Searle Agent will be pleased to tell you If there is one 
of these plots in your area. 

SEARLE GRAIN COMPANY, LTD.. 


J5T 

W 


Massey-Ferguson Limited 


TORONTO 


SEE US FOR— 

• EXPERT BODY REPAIRS & PAINTING 

• WINDSHIELD REPLACEMENT 

• INSURANCE JOBS 

• WRECKER SERVICE 

— FREE APPRAISALS ON ALL WORK — 
Phone 392 or see Roy or Russ at the 

VULCAN BODY SHOP 


J. M. Jamison 

BARRISTER - SOLICITOR 
NOTARY PUBLIC 


Bruce Block 

Phones 39 or 33 Vulcan 


Dr. F. R. Schneider 
Dentist 

BRUCE BLOCK, VULCAN 
9 a.m. to 12 noon 
1:30 p.m. to 5:00 p.m. 
Tuesdays to Saturdays lncl. 

— Phone — 

Office 174 Res. 439 


VETERINARIANS 

DR. B.W. TONKEN 
DR. F. M. BAKER 

Phone 377 Res. 447 A 138 
If no answer Phone 318 
Office next to Montie’s 
Barber Shop, Vulcan 


G.A.SALES&COMPANY 

CERTIFIED 

PUBLIC ACCOUNTANT 
Telephones 

Bus. 377 Res. U» 

Vulcan, Alta 


Home Furnishings 
Vulcan Furniture 


—Phone 53— 


McNARLAND 

Plumbing & 
Gas-Fitting 

SALES A SERVICE 
INGLIS APPLIANCES 
LENNOX HEATING 
AND AIR CONDITIONING 

Phono 379, Vulcan 


TEXACO 

Canada Limited 
PRODUCTS 


ALEX GRANT 

Phones: Bus. 150, Res. 144 


DANIELLS' 
TIRE SERVICE 

VULCANIZING 
AND RE-TREADING 

Firestone Dealer 

New and Used Tires 

Will take wheat In trade 

Phone 62, Vulcan 


Jesse & Emelson 

John Deere Dealers 
PHONE 50, VULCAN 


We service all makes of 
GENERATORS 
DISTRIBUTORS 
STARTERS 

VOLTAGE REGULATORS 
MAGNETOS 
CARBURETORS 
Dealer or Customer Service 


ALL-STATE 
AUTO INSURANCE 

You’re In good hands with 
Allstate. Save money with 
Allstate. 

Phone 1313, or 

PAT WALKER 

Slmpson-Seart Order Office 


9 REMODELLING 

• CABINET WORK 

• GENERAL BUILDING 

• DRYWALL FINISHING 
AND DECORATING 

— Free Estimates — 


W. E. Roebuck 

PHONE 335 — VULCAN 


FOR ALL CLASSES OF 

INSURANCE 

Life - Fire - Auto - Hail 
—SEE— 

R. E. CHAPMAN 

Phone 39 — Lomond 


Montie's Barber 
Shop 

Montia Findlay 
—SPORTING GOODS— 
Phone 381 Vulcan 


NEAL DUMKA 

—AGENT— 

• Maple Leaf Petroleum 
Ltd. Products 

• UFA Farm Supplies 

• CCIL Machinery 

Phone 129, Vulcan 


Agent For 

Canadian Oils Ltd. 
WHITE ROSE 
PRODUCTS 

Harold Boutland 

Phone 267 or 238 



NORMAN BUCHOLTZ 
PHONES 

Res. 60 Bus. 60 


A. & J. Drilling 
Co. Ltd. 

WATER WELL DRILLING 
Apply or see 

CLIFF ANDERSON 

Phone 154 Vulcan 


J. Allen Baker 

AUCTIONEERING 

SERVICES 

at your request 


PAST PERFORMANCE 
YOUR GUARANTEE 

Phone 9130-11, High River 
or write P.O. Box 39 
Cayley, Alta. 


Lleense No. 307 


J. S. Simpson fir Son 

PLUMBING - TINSMITHING 
HEATING - GAS FITTING 
Business Phone 58, Res. 53 
VULCAN — ALBERTA 


Frank McNiven 

AUCTIONEER 

Phone 91733, Blackis 

LICENSED AND BONDED 
Licence No. 224 


Canadian Legion 

B.E.S.L. 

VULCAN BRANCH NO. 21 
Complete Club Facilities 

Visiting Members Cordially 
Weloome 
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PRESERVING //, 
KETTLE Ik 


games at 2:00 and 4:30 at Coch- gart Is a new member of the 
lane on July 19 and at Dinton on branch. 

July 26. Spectators are anxiously There will be no meeting in 
outcome of these August and the Sept. 3, meeting 


OPEN NEXT WEEK 


District News 


awaiting the _ _ 

games, especially the home game will be at the home of Mrs. Leigh 
which is the most Important of Robertson, 
the tw'o. 

Miss Therese Southgate and Miss 
Janet Egeiand visited in Calgary 
with relative* for a few days. 

G. Fuller of Oland Construction 
at the school spent the weekend 
at his home in Lethbridge. The 
new addition to the school is mak¬ 
ing very good progress. 

Blackie’s new post office receiv¬ 
ed a good washing down on Satur¬ 
day and is now gleaming clean. 

Henry Stinlon is a patient in the 
and Mrs. Art Johnston attended Colonel Belcher Hospital, 
the Irene Humphrey wedding in Mrs. Thelma Hammerling. and 
Edmonton on Saturday. Mrs. Raul Mrs. Leslie Perry of Houston, 

was soloist at the wedding. Texas; Mr. and Mrs. Harry Aiol- 

Scout Leader Jim Kirie and the lingshead of Buckeye, Arizoq^j and 
group committee met with the Craig Wilson of Palm Dale, Calif., 

Scouts at the home of Mr. and who is president of the National 

Mrs. John Calenders for a social Flying Farmers, were guests of 

evening. There were 30 in attend- Mr. and Mrs. Varno Westersund. 
ance. Mr. Ririe presented a letter Visiting with Mrs. Margaret 
of commendation to David Paradee Briggs were her son-in-law and 

from the Honorable Vincent Mas- daughter, Mr. and Mrs. Tommy 
sey, Chief Scout of Canada. David Watson of Medicine Hat. 
won the commendation for saving Mrs. Jim Anderson's mother of 
the life of young Eric Egeiand Barons was a visitor here this 

over a year ago when the boy had week. 

fallen into a ditch of water. jvu\ and Mrs. Bud Westersund 

Mi*, and Mrs. Phillip Stier and and family are enjoying a vaca- 

family of Wisconson, U.S., are tion at Gull Lake, 

visiting at the home of Mr. and 
Mrs. Jim Stier. 

The Dinton Baseball Club will 
be playing two double - header 


Banks 99 Service 

All Gasoline Pump* in Vulean will close at 6:16 p.nj. ween 
days, except Saturdays and will remain closed on Wednesday 
afternoons, Sundays and holidays, with the exception of the 
service station named above, which will remain open until S:M 
p.m. every day for one week and will be open from M:N a.m. 
until 8:04 p.m. on Sunday and holidays, commencing 


VULCAN WEST 


Mr. and Mrs. Sam White and 
Bruce, Mr. and Mrs. C. L. Denni¬ 
son, Dierdrie, and Viva Dennison, 
visited the bad lands at Drum- 
heller, Sunday. 

Mr. and Mrs. Grant Whitehead 
and family of .Wanton were Sunday 
guests at the home of Mr. and Mrs. 
Norman Whitehead and family. 

Misses Linda and Lorna Mc- 
Masters left on Sunday Jor the 
Church of Christ camp at Pine 
Lake. 

R. S. Irwin is attending the 
CPRA shoot at Calgary this week. 

Mr. and Mrs. Clarence Brown 
were Thursday Calgary visitors; 
while there they helped Clarence’s 
mother move to their new home 
located at 127 Waskatenau Cres¬ 
cent, S.W. 

Mrs. E. E. Andrews spent a few 
days visiting with her daughter in 
Calgary last week. 

Mr. and Mrs. Bill Hilz spent a 
few days visiting in Calgary last 
weekend; wnile there they took in 
the Stampede. 

Stewart Galbraith of Agin 
Court, OnL, is visiting at the home 
of Mr. and Mis. Doug Galbraith. 

Mr. .and Mrs. Robert Galbraith 
and family of Calgary were week¬ 
end guests at the Doug Galbraith 
farm. 

Mr . and Mrs. Beliveau and 
family of Oulgary were weekend 
guests at the home of Mr. and 
Mrs. Les Duckmanlon. 

Neighbors of Mr. and Mrs. Bill 
Hilz will be glad to hear that there 
wasn't too much damage done to 
the pump nouse which caught on 
fire Tuesday. The quick thinking 
of Mrs. Hilz calling lor help irom 
the RCAF Fire Department soon 
bad the blaze extinguished 

Stewart Galbraith, son of Mr. 
and Mrs. Doug Galbraith is holi¬ 
daying a week in Calgary, attend¬ 
ing the YMCA day camp. 

Jim Hutton, Glen Williams and 
Evan Williams, attended the Stam¬ 
pede Wednesday, helping with the 
showing of caille from the Hraside 
stock farm, owned by Ian S. 
Erown of Calgary. 

Mr. and Mrs. Orin Matlock and 
son Leslie of Warner, Alta., were 
visitors on Wednesday at the 
home of Mr. and Mrs. Harry 
Smith. 

Stu Joiner and daughter Glenna, 
Mr. and Mrs. Harold Bride and 
Mr. and Mrs. Merle Smith, spent 
Sunday fishing west of Nanton. 

Mr. and Mrs. Bud Andrews were 
Stampede visitors on Wednesday, 
accompanied by Mrs. E. E. An¬ 
drews. Mrs. Andrews remained in 
Calgary for a couple of days. 

Kathy Nolle and Edward Nolle 
were Stampede visitors on Wed¬ 
nesday. 

Mrs. Robert Wilson was a visi¬ 
tor in Calgary on Friday. 

Mr. and Mrs. Harry Smith were 
Sunday visitors at the home of Mr. 
and Mrs. Martin and family last 
Sunday in Champion. 

Janice and Johnie Spanke of 
Calgary spent a week at the home 
of their grandparents, Mr. and 
Mrs. Leo ipunke. On Sunday Mr. 
and Mrs. Lyle Spanke of Calgary 
were visitors at the Leo Spanke 
home and Johnie and Janice re¬ 
turned home with them. Kenneth 
is spending a week with his uncle 
and aunt, Mr. and Mrs. Howard 
Foster, and family in town. 

Douglas Campbell returned 
home on Sunday after spending 
the Stampede week with his uncle 
and aunt, Mr. and Mrs. Geo. 
Eamor in Calgary. 

Mrs. Gale Atkinson and children 
returned noine Sunday after 
spending the Stampede week with 


Sunday, July 19 


# We are in the middle of a large 
expansion of our sales and service 
facilities. The reason for this, is to 
give you our customers, the, kind 
of service you have come to expect 
from us. 

0 We hope to have our grand opening 
in the near future, but in the mean¬ 
time we need more room and, con¬ 
sequently are in a position to pffer 
some amazing bargains from our 
used car and truck stock. The fol¬ 
lowing units, which have been re¬ 
conditioned, are an example— 


This Electronic Marvel locate* engine 
igniuon troubles — Fast — Accurately 
— with an actual performance picture. 
We re proud to be one of the first to 
offer this new foolproof testing Stop 
in today and let us tell you about it — 
See it operate on your own car! 


. . . GIVE THAT PRINT¬ 
ING JOB TO A CTTV 
8ALE8MAN. 


QUEENSTOWN 


FOR BEST OF QUALITY 
PRINTING AT LOWEST 
POSSIBLE PRICES—SEE 


Vulcan 

Motor Products 


Tutone Red and White. Economical 6-cylinder ei 
with standard transmission. SIC 

A premium car.... 1 9 


Dr. A. Lamoureaux 


PHONE M. VULCAN 


Naturopathic Physician 

Adjustments, Manipulation, 
Physio-therapy, Herbalogy 

At Mrs. -luck Marshall’s, Vulcan 
each Wednesday 

Phono !(t0 for appointments 


1953 Chevrolet 1-ton Truck 


Dual wheels with excellent rubber Grain box 
stock racks and hoist. S1 A 

Tuned and ready to go.. I C 


YARDLEY DRY SKIN CLEANSING CREAM 
Regular 3.50, for... 

TUSSY ROTO-MAGIC LOTION DEODORANT 
Regular 1.25, special at ... 

BRECK HAIR SET MIST 
Regular 1.89, special at ... 

BRECK SHAMPOO 

2 bottles, regular .98, special .. 

TUSSY SHAMPOO 

10 oz., reg. 2.00, special .. 

SUAVE, reg. 1.20, special .„.. 

TUSSY SUMMER COLOGNE 
Regular 2.50, special at ... 


Your present car or truck will probably make 
the down payment on either of these units. 


OPTOMETRIST 


Dr. F. D- Nataros 

Office in Dobbs Hotel 
Vulcan 

D a.m. to 5:30 p.m. 
daily including Saturdays 

FOR APPOINTMENT 

PHONE 85, VULCAN 


See the Massey Ferguson line of Balers, Rakes, 
Mowers and Forage Choppers in our lot. 

Used Cars 


0 family nmh^edydovt^^^iTi Cal - 

and Mrs. J. McLaughlan'^^^ 

turned to her home in Cluny. 

on Monday evening because a 
quorum wasn't present. 

Mr. and Mrs. Joe Howe and Al- 
lun of Calgary were visiting in the 
TiZ-u. f&ATST district last Sunday, 

of OINiRAL FOODS KITCHINS Visiting at the Lester Robertson 
home last week were Mrs. Robert¬ 
son’s two sisters and their respec¬ 
tive husbands, Mr. and Mrs. G. 

• Rose) King of Vancouver, Mr. 
and Mrs. Alf (Clara) Rankin of 
Edmonton, also her brother Roy 
Morseth of Edmonton. Some of the 
children also accompanied their 
parents. 

Randy Robertson who spent last 
week in Calgary returned home on 
Monday. 

A number of children took ad¬ 
vantage of the Free Medical at 
Milo School on Thursday, July 3, 
which was held in conjunction 
with the Swimming Lessons, spon¬ 
sored by the Lions Club. Swim¬ 
ming lessons will start on Monday, 
July 20. 

Mr. and Mrs. Dean Coffell and 

,, . , ,, ... family of Arrowwood, accompanied 

Now, make your jelly. Atjd sugar -- - -- * 

to juice in saucepan and mix well. 

Place over high heat. Bring to a 
boil, stirring constanUy. Stir in 
Certo at once. Then bring to a 
full rolling boil and boil hard 1 
minute, stirring constantly. Re¬ 
move from heat, skim off foam 
.vith metal spoon. Pour quickly 
into glasses. Cover at once with 
16" tiot paraffin. Makes 11 glasses. 


—1956 Volkswagen, leather seats, 7000 miles on motor 
—1955 Oldsmobile 4-door V-8, automatic 
—1955 Buick 4-door, low mileage, V-8 
—1954 Dodge Regent 4-door, automatic 
—1958 Chevrolet 4-door, new tires 
—1951 Plymouth 4-door, low mileage, good shape 
—1951 Hillman 4-door, a good clean car 
—1948 Plymouth 

Used Trucks 


PRESCRIPTIONS A SPECIALTY 
W. N. Frickelton, Phm.C 


Store Phone 
432 


House Phone 
401 


You really shouldn’t let the Sas¬ 
katoon Berry crop go by without 
preserving lots of this delicious 
fruit. He', e is one of the tastiest 
ways ... - 

SASKATOON JELLY 
J'j cups juice (about 3 qts. ripe 
Saskatoon berries) 
ft cup lemon juice (4 lemons) 

IVi cups (31/4 lbs.) sugar 
1 bottle Certo fruit pectin 

First, you prepare the juice. Crush 

about 3 quarts fully ripe Saska¬ 
toon berries. Heat gently until 
juice starts to flow; simmer, cov¬ 
ered, 15 minutes. Plhce in jelly 
cloth or bag and squeeze out 
juice. Measure 3Vs cups into a 
very large saucepan. Squeeze and 
strain juice from 4 lemon*. Add 
Vi cup to berry juice in saucepan. 


—1953 Fargo i/fton 

—1953 Mercury 3-ton with box, good tires 

Used Tractors 


Special for the month of July - - ■ 

l-New 7 ft. 21U PTO Mower 

Original price $398. COOO 
NOW ONLY . 


—1957 Massey-Harris 555 gas, fully equipped, 800 
hours, guarantee 
—I.H.C. Crawler TD6 
—1 Ford with three-point hitch, new tires 
4 speed transmission 

—Allis Chalmers WD, hydraulics, good tires live PTO 
—John Deere AR in good shape 

Machinery 

—Cockshutt Side Delivery Rake, good shape 
—-Massey-Harris 17 Combine, 10-ft. PTO, 


1952 WD9 Diesel 


1958 Cockshutt 50 Diesel, like new 


her parents in Calgary, Mr. and 


real good shape 

—I.H.C. 15-ft. Swather, good shape 
—John Deere 16-ft. Swather 

—Massey-Harris Combines— 27’s, 21’s, 90’s on hand 
—New Holland 7-ft. Mower 
—14-ft. Graham Plow, high shank, hand life 
—14-ft. Gnaham Plow, low shank, hydraulic lift 
—Massey-Harris No. 1 Hay Baler, real good shape 

_1958 New Idea “500” Front End leader with bucket, 

for Massey 55 

—Allis Chalmers Roto Baler in good shape 


picnic at Lake McGregor on Sun¬ 
day of last week. 

Visiting at the home of Mr. and 
Mrs. Jimmy Brown were Jimmy’s 
brother and family of New Bruns¬ 
wick. A family picnic was held at 
Arrowwood on July 5, prior to his 
brother continuing to the coast 
where they will visit his wife’s 
people. 

VV1 Meeting 

The meeting of the Queenstown 
WI was held July 2, at the home 
of the president, Mrs. Stanley 
Hagg, with eleven members and 
two .visitors answering the roll call 
by giving a "hot weather recipe.” 
The Ways and Means Committee 
reported the material for the quilt 
bad been received and it was de¬ 
cided to hold an all-day quilting 
bee in the Legion Hall on Aug. 6. 

Mrs. Bushell gave a fine report 
on the Constituency Conference 
held at Langdon, June i6. Queens¬ 
town Branch were the recipients 
of the Handicraft Cup for the 
largest number of points. 


Mrs. Geo. Eamor. Roy will visit 
with his grandparents in Calgary 
for a few weeks. 


1948 W6, completely overhauled 
1953 Super W6 
1951 W9, overhauled 

W400, only run 1100 hours, top condition, 
has TA and hydraulics 
DC Case, overhauled 

HARVEST & HAYING— 

I.H.C. No. 45 PTO Baler 
15-ft. Cockshutt Swather, overhauled 
No. 127 SP Combine, ready for the field 
10-ft. John Deere Side Delivery Rake 
Farmhand with bucket and hay basket 
Horn Front End I>oader 

MISCELLANEOUS— 

12-ft. Noble Blade, V and straight blades 
15-ft. Cockshutt Discer, 2 years old 
Good Frigidaire Freezer 


BLACKIE 


R. R. LeBlane whose home town 
is Edmonton is relieving from 
Kvansburg, Alta., at the Royal 
Bank in Blackle. Miss Hilda Wabel 
is enjoying two weeks vacation 
with her parents in Cochrane. 

Visiting at th? home of Mr. and 
Mrs. Jacob Hansen are his niece 
and her husband from Seattle, 
Wash. 

Mrs. Eli Archanbault’s mother, 
Mrs. Galloway, from Vancouver, 
B.C., is visiting here for two 
months. 

Mrs. Earl Fawcett visited in 
Calgary for a few days with her 
sister and look in part of the 
Stampede. 

Miss Haiti? Bowlus and Miss 
Ruth Bowlus left Wednesday by 
plane for Salt Lake City where 
they will be visiting with their 


Know what pectin is? It’s the jell¬ 
ing substance found in all fruits 
tn carping amounts Certo is pec¬ 
tin extracted from fruits rich in 
:h<s natural substance, then, re- 
/irtid, concentrated and perfor¬ 
mance-controlled. That's why 
pour jam, jelly and marmalade 
sc’ perfectly if you use Certo, and 
follow the tested Certo recipes. 


Bassano Motors Ltd 


Massey Ferguson Dodge Volkswagen Graham Plow 
Phone Bassano 90 and 178 Hussar 56 


I have a Certo flint ’’Jelly and Jam 
Session” which I lend to women’* 
clubs and church groups. Like to 
borrow It? Just write to ma — 
Frances Barton, General Foods 
Kitch»ns, 44 Eglinton Ave. W, 
Tot onto. No charge or obligation. 
This lGmm film is in lull color 
with sound and runs 12 minutes. 


A shopping habit, like others, is bard to break 

_That’s why people prefer to shop In the stor¬ 
es to which they are most frequently invited— 


Any prob’em* with Jam and jelly 
making? I'll be glad to help you. 
Just drop me a line. And please 
watch for my next column. 


brother-in-law and sister, Mr. and 


Mrs. Hagg read an Interesting 


those stores which tell of their offerings In 


Mrs. S. L. Ford. 

Mr. and Mrs. Harold Harsoh and 
family of Jasper Place are visiting 
for a few days with relatives in 


item on Oral Vaccine for Polio. 
Mrs. O. Lahd was in charge of en¬ 
tertainment with a “twenty - 
question” contest Mrs. Wm. Tag- 


THE VULCAN ADVOCATE 


Alberta 


FARMERS - - - See DEL McQU^EN at the County Office 
for HAIL INSURANCE in the Alberta Hail Insurance Board 















W SHOPPE 

VULCAN'S SMART STYLE CENTRE 


REDeWHITE 


SAVES YOU MONEY EVERY DAY 
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Vulcan, Alberta 


ENGAGEMENT ANNOUNCED 

Mr. and Mia. Wilfred Callaghan 
announce the engagement of their 
daughter, Rita Vivian to F. J. 
LaVern Scott of Vulcan. The wed¬ 
ding will take place on Monday, 
Aug. 10, at 4:30 p.m., in St. 
Andrew’s Church, Vulcan. 


Brief Items of Local Interest 


Vacation Needs 


Before going on that vacation, drop in 
and get your vacation needs— 

• BATHING CAPS 

• SUNTAN OILS AND CREAMS 

• D ARK^ GLASSES 

• CAMERAS AND FILMS 


gore of Edmonton were visitors to The occasion being their 50th Wed- Robert Kirle of Lulu Island, Van- 

Olds on Monday of this week. dlng Anniversary. 49-lp s p en t last week at the 

Caryl Jordon and son Allan, ac- The Cleverville Pioneer Club home o( hU water, Mrs. J. Grant, 

companied by ik?e Somerville, went ho ’ d thair a "" ua J , P . Cn , C t ,,°. n Mr. and Mrs. Ernie Bowie and 

on a fishing trip on Thursday and Wednesday, July 29. at^the Little Glorta Joan re t U med home Satur- 
reported having had a fine time. ®° w Park at 3 p.m. Bring your day aft<fr a vigU spen t a t Trail, 

Fishing was good and all indica- own lunch - Coffee supplied. 49-lc w(th Mr and Mrs Ervie Bowie 

tions are that another trip will Friends will be pleased to learn and family. They also visited Mrs. 
soon be planned. that Harold King, who suffered a Bowie’s parents, Mr. and Mrs. Ed- 

Guests at the B. Somerville fractured skull In a fall down the dle CIose at Fertile, B.C. 

home last week were Mr. and Mrs. basement steps at his home re- Friends are pleased to know 

Floyd Somerville ar.d son Robert, is "' ak ‘ ng a good recovery. that Ka rl Deal, who has been con- 

also Mr. and Mrs. Harold Somer- 18 a patient ui the Col. Belcher flned ^ the i oca i hospital, has suf- 
ville and son Ricki, all of Vancou- Hospital. Calgary. ficiently recovered to return to 

ver, a neice, Sharon, accompanied Flight Sgt. It. J. Martin and son bis home. 

them on their trip from Calgary of Penhold, Mr. and Mrs. G. Mar- j^r. and j^ rs Thomas motor- 

to Vancouver. tin and Mr. and Mrs. E. Tomas of ed tQ Lethbridge Tuesday, where 

Shirley Heif.-l of Alliance and Kenvi * le ’ Man > were recent, visi- they met daug hter, Mrs. Ted 

Don Schneider of Hinton have re- tors at the nome ot Mrs - J - Crant. R eyno i ds> Ken and Lois of Este- 

tumed to their respective homes Mr. and Mrs. Roy Fulton and valli Sask., who will be their 
after having attended the funeral Enid are presently holidaying at guests for the month, 
of the latter’s brother, Don who Vancouver and other B.C. points. Mr and Mrs Clifford Fath, ac- 
is pasturing at the Pentecostal Mr. and Mrs. Roy McLennan companied by Mr. and Mrs. Greg 
Tabernacle at Hinton, Alta. Both and family have taken up resi- Fath are presently visiting the 
he and Miss Heffel were greatly dence In their newly completed Greg Fath’s son-in-law and daugh- 
appreciated on Sunday when they home. ter, Mr. and Mrs. E. Starling at 

assisted and gave of their talents M r. and Mrs. Harry LaRoche Naimo, B.C. 

to the Pentecostal Tabernacle of spent several days over the week- Mrs. E. W. Sparks was a Cal- 
this town. end at Sylvan Lake and in Edmon- gai - y visitor last week. 

F/L BUI Burns and Mrs. Bums ton, where they visited at the Mrs ©scar Friesen and family 
and family of Camp Borden are Merv McIntyre home. of Dawson Creek, B.C., visited 

visiting with the former’s parents, Mr. and Mrs. Harry Neilson and w ith the former’s brother-in-law 
Mr. and Mrs. H. S. Burns. family of White Salmon, Wash., sister, Mr. and Mrs. G. E. 

visited recently with the former’s Clayton, last week. 
broUier-ln-law and sister. Mr. and Mr and Mrs . ** Willard ^ 
Mri Dave Neville. girls are holidaying at Blaine 

Mill r A kl tUTITDC Mr. and Mrs. Burnell Drummond Lake, Mont., for two weeks. 
VULCAN IHcAIKt and girls and Mr. and Mrs. Laur- Stuart, Marion and Lloyd Myers 

SUMMER SCHEDULE SSed°to*D(«illd H^ulton^ve are holidayin « at the home of their 

, i u a t i ao a( r b y Houlton have g ran( jparenU f Mr. and Mrs. Percy 

Thur., Frl., Sat July *S-*4-S5 be e n vacationing at Kalispell, Myers _ during thelr parent’s trip 
One Show Nightly at 8 p.m. Mont and Fairmont, B.C. to Edmonton. Elwood and Dorothy 

Double Feature Program . Complimentary to Mr. and Mrs. are attending a seed cleaning 
"ANDY HARDY COMES HOME" Le S McIntyre and daughters of plant convention in the capital 
Mickey Rooney — Patricia Breslln Ontario, Calif., who are their city. Weekend visitors at the 
Andy Hardy and all the members guests - Mr - and Mrs - Boy Mein- Percy Myers’ home were Leslie, 
of his bellved family are back tyr * be at home to friends Marie and Keith Caldwell of 

again. and relatives Saturday, June 18, Champion, who visited with their 

froin 2 to 5 o’clock in the after* grandparents. 

"TAR 7 AVS Firi it for UFF” n °° n and durlng lhe evenln 8 - Mr. and Mrs. Kenneth Fath and 

, * Cpl. and Mrs. Bill Campbell and family ot Ponoka visited with the 

In Metrocolor ^ family left last week for a four- former’s parents, Mr. and Mrs. 

by Edgar Rice Burroughs year posting with the RCAF in Greg Fath for several days last 
Tarzan’s latest and greatest ad- France. Cpl. Campbell has been week 

Jungle 806,168 T °l e Staff at the l0Cal ‘ ar - p ° rt Mrs. O. B. Roe was a Calgmr 

filmed in Africa. _ for the past two years. visitor for a number of days last 

Weekend guests at the home of weelc 

-- Mr. and Mrs. V. Osterga&rd were . ‘ . . , 

_ Mr. and Mrs. L. F. Ostergaard and Mrs ' Frieda McRoberts and her 

II I Shirley and Mr. and Mrs. John guests "?"**“* at a barbecue 

A4. C A4_. U C n_I_I Carto, Donnie and Annie, all of ®“ pper at the Ke th Baaly hom , e 

Calgary, and Mr. and Mrs. Carl Wednesday evening. Other guests 
Woods of Strathmore were Mr and Mrv Roy McIntyre 

Friends of Spencer Bums, who and , W Mr ‘ “ d Mr t s ' L ^ ne 
has been confined to the local hose «*•>* l f rne HeaIy - Jr > 
pital, wiU oe pleased to know he Bever,y ^ and boys of Cal¬ 
ls now convalescing at his home. gary ’ Mr ' JohT \ k 

Best wishes are extended to him. Clarence of MUo and ***■ 81,(1 Mrs ' 
Mrs. Robert Cross and baby son. 606 Healy and chUdren ' 

Paul and small nephew of Calgary Mr. and Mrs. Dan O’Leary 
spent • the weekend with the ‘Muriel Fitzpatrick) of Seattle, 
former’s sister, Mrs. Frank Bur- Wash., were weekend guests at 
chak. the home of Mr. and Mrs. Roy 


LADIES’ PYJAMAS 

Summer weight crinkle crepe materials, fully wash- 
„ able, little or no ironing necessary. Short sleeved 
shirts, long pants in colors of Pink, Blue or Yellow. 
Sizes S, M, L, per pair.... 1.98 

LADIES’ HALTERS 

In bra style. Well supported preshrunk garments 
for wear with shorts. Assorted colors in sizes S, M, 

L at .. ..1.98 

LADIES’ STRETCH T-SHIRTS 

Square tops with over-shoulder bands. Fully 
stretchable, to fit sizes 12 to-18. In white or pastel 
shades. An ideal wash gaiment for holidays, at .98 

GIRLS’ PYJAMAS 

Shirtie style. Crinkle crepe materials in assorted 
patterns and colors. A cool garment for summer 
wear. Sizes 2 to 6X at.. 98 

BOYS SUMMER SHIRTS 

Light weight, long sleeved garments, fully wash¬ 
able. In serviceable plaids, button fronts. Sizes 8 to 
16, each . ..... 98 

BOYS’ PANTS BY G.W.G. • 

In strap back, suntan casuals, fully washable. Slim 
style. An ideal dressy, holiday garment in the popu¬ 
lar palomino or black colors. 

Sizes 6 to 10. 3.95 Size3 11 to 16. 4.95 

MEN’S DECK SHOES 

Canvas uppers, lace style, composition sole. Ideal 
for light, firm holiday wear. Colors of Grey or 
Navy, sizes 6 to 10, pair. .1.98 

MEN’S T-SHIRTS BY STANFIELD’S 

Guaranteed non-stretch neckband. Full cut, wash¬ 
able summer weight. Sizes S, M, L in white, at 1.50 


and replace or replenish items that have 
been used. We have a complete stock of 
Bandages, Adhesive Tape, Gauze, Cotton, 
Mercurochrome, Iodine, Bandaids, etc. 


Mitchell’s Pharmacy 


Phone 12 
Emergency Phone 49 

Prescriptions a Specialty” 


John Mitchell, Phm. B., Phm.O 
John Dnvid Mitchell, B.Sc. 

— Diapenaing Chemists — 


For Summer Enjoyment . . 

COLORED SETS OF GLASSES 
FOR YOUR SUMMER DRINKS 
—See them in our window— 


BASSETT’S JEWELRY 


Dry Goods -- Footwear — Notions 

Phone 420 Vulcan 


For Summe 


TREMENDOUS VALUES IN COTTON AND 
SHARKSKIN SUMMER SKIRTS 

at .. 1.98, 2.98 and 3.98 

new CLASSIC BLOUSES have arrived— priced 

at .-. 2.98, 3.98, 4.98 and 5.98 


OF ENSIGN 
are holding 


OPEN HOUSE 


at their home ? mile* north 
of Ensign on 
SAT., JULY 28, 1959 
from 3 to 5 p.m. 
iind 7 to 9 p.m. 
in celebration of their 
— 60th — 

WEDDING ANNIVERSARY 


■Everyono Welcome— 


Used Haying Machinery 


Massey-Harris No. 1 Baler, . 

John Deere No. 5 Power Mower 
Farmhand Front End Loader 
John Deere R Diesel Tractor 
Massey-Harris 55 Tractor 
Massey-Harris 201 Tractor 
I.H.C. W6 Tractor 
I.H.C. 650 Tractor, 1 year old 
I.H.C. WD9 Tractor 


JULY 

16-17-18 


JULY 

16-17-18 


PURE STRAWBERRY JAM 
Red & White Fresh Pack 


TEA BAGS 
Red & White 65’s_ 


JELLY MALLOWS 


Weston’s, per pkg. ...39 

CHOICE CREAM CORN 
R & W 15 oz. ..6 tins .99 

RICE KRISPIES 

Kellogg’s 9Va oz. __ 2 pkgs. .59 

EARLY RISER COFFEE 
1 lb. pkg.-.65 

GOOD NAYBOR COFFEE 
1 lb. pkg.-.69 

HOT DOG WIENERS 
Burns, 16 oz. pkg.-.39 

BURNS’ MOCK CHICKEN 
AND CHOPPED VIRGINIA HAM 
6 oz. cello_2 for .49 


CHOICE ASSORTED PEAS 
W 15 oz._5 tins .85 


YOUR J. I. CASE DEALER 
For Your Machinery Requirements 
AT ARMADA FARM SUPPLIES 
Phone R604, Lomond Armada, Alta. 


VEGETABLE SOUP 


TOMATO SOUP 


MALKIN’S CHICKEN HADDIE 
Ideal for salads, tall tin — .30 


RED & WHITE CATSUP 
11 oz. bottle_2 for .43 


SWEET MIXED PICKLES 
RAW 16 oz. jar .. 


R & W CHOICE PEACHES 
Sliced or halves 
5 oz.,_3 tins .65 


SLICED BOLOGNA 
Burns, 16 oz. cello pkg. 

FRESH CANTELOUPE 
A real treat_2 fc 

WATERMELON 
Firm and ripe.2 Ibi 


TOILET TISSUE 


NEW B.C. POTATOES 


VULCAP 

j FOOD 

1 MARKET 

Phone 156 

Two Deliveries Every Day 

FREE DELIVERY 

11 A.M. and 4:00 P.M. 

I CLOVERLEAF SALMON 

1 lb. tin_ 

___.59 

HUNT'S TOMATOES 

15 oz._ _ 

_ -5 tins .95 

BERRY BOX JAM 
Assorted, 9 oz._ 

_ . 3 for .95 

KOOL AIDS_ 

_5 for .29 

CRISP WATERMELON, 

per lb._.09 

FIELD TOMATOES, per 

lb. __33 


July Specials 

- 

5 ONLY DUSTER DRESSES 

Sizes 13 to 18. Reg. 29.95. 

17QQ 

10 ONLY DRESSES 

Reg. 8.95 to 23.95. Specially priced at. 3.00 

OTHER DRESSES at. 

5 OO 1111(1 U P 

ALL WEATHER COATS 


Reg. 29.95. Specially priced at ......... 

18.50 

SHEEN SLACKS 

In Beige only, sizes 16 to 40. 

Selling at, per pair.. 

3.98 

SHEEN MATERNITY SLACKS 
Beige and Black, at . 

3.98 



















































